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A Federal Coaster Siren always puts your vehicle up 
front! The penetrating, dominating roar of these reli- 
ably-built sirens warns traffic to clear a path for you 


. . and assures the safety of your vehicle. 


Protect your investment in new equipment and person- 
nel by specifying more powerful, longer-lasting Federal ° 
Sirens. Good equipment deserves—your men must 


have—the best siren protection possible! 


ALL MODELS AGAIN AVAILABLE. 





SIREN HEADQUARTERS 


8702 SOUTH STATE STREET + CHICAGO 19, 
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The Epitomy 


of Service - 


HE firehouse of the Georgetown 

Volunteer Fire Company, George- 
town, Conn., burned to the ground 
a little over a year ago, taking with it 
most of the community's fire-fighting 
equipment. 
® Almost before the ashes were cool, 
Georgetown community leaders, in- 
cluding Fire Chief Albert Berger, 
visited FIRE ENGINEERING in quest 
of ideas and suggestions for a new, 
modern fire station. 
® There's nothing unusual about this; 
FIRE ENGINEERING receives calls 
for help of one kind or another 
almost daily. But what was unusual 
was the speed with which the good 
firemen and civic-minded George- 
townians translated our suggestions 
into realities. 
® We now have a letter from Chief 
Berger (see “Letters to the Editor" 
page in this issue) which speaks 
volumes; so pleased is the Chief 
that he offers to send his station 
plans to any fire department in the 
United States free of charge. 
® Publishers of technical journals like 
to see the fruits of their counsel and 
other publishing service. FIRE ENGI- 
NEERING is no different. This story, 
as we see it, epitomizes the co- 
operative service readers and adver- 
tisers alike have come to expect of 
this "Journal of the Fire Service”. 
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The Journal of the Fire Profession since 1877; 
published on the fifteenth of each month by 
Case-Shepperd-Mann Publishing Corp., 24 West 
40th St., New York 18, N. Y., also publishers of 
Water Works Engineering, ewage Works En 
gineering, etc. {Subscription price: U.S., Latin 
America and Canada, $3.00 a year; Foreign, $4.00; 
Single copies, 35c. {Member of Audit Bureau 
of Circulations and Associated Business Papers. 
Inc. {Entered as second-class matter April 15, 
1929, at the Post Office at New York, N. Y., 
under Act of March 3, ang {Contents of this 
issue copyrighted, 1947, Case-Shepperd-Mann 
Publishing Corp. Presient and Advertising 
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SHELDON, IOWA 


Volunteer 


FIRE DEPARTMENT | 


Ready for any 


EMERGENCY 
With Their 








INHALATOR 
ASPIRATOR 


iy RESUSCITATOR 


E & J ICR Portable Model 


This portable model is complete and beau- 

tifully finished in a black fibre case. It 

accommodates two “D” size cylinders and 

is standard equipment for fire, police and 

municipal life saving organizations, as well 
as for emergency ambulance services. 


Write to listed address nearest you for complete 
information or demonstration. 


Drexel Bidg. 17 East 42nd St. 
Philadelphia New York City 


585 Boylston St. 313 University St. 
Boston Seattle 

1618 Franklin St. 3900 Grandy Ave. 
Oakland 


Detroit 


3329 W. ye Bivd. 69 E. 4th South St. 
hicago Salt Lake City 


E « J MANUFACTURING CO. 


6116 SAN FERNANDO ROAD 
GLENDALE 1, CALIFORNIA 
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GUARDING THE LIVES OF MILLICNS FROM COAST TO COAST 
There Isn't Another Light Like The 


MARS SIGNAL LICHT 

















Mars Light Is Fully Guaranteed for Five Years 
Mars Has Never Failed To Back Up This Guarantee and Never Will 





MARS is the only oscillating Signal Light that throws a powerful Figure 8 Beam of Red 
Light a mile ahead of the apparatus from building line to building line and hundreds of 
feet into the air. . . . Traffic approaching intersections see it long before the apparatus 


reaches the crossing. 


Ask any of the more than 300 Fire Departments using it. 
More than 10,000 in use from Coast to Coast. 


Insist on MARS when you order New Equipment 


—Install it on Present Equipment. 


IMMEDIATE DELIVERY 


For prices and complete information write to 


MARS SIGNAL LIGHT CO. *ciicxco%tt * 


It’s MARS from Coast to Coast 
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~B.F.Goodrich hose saves pounds 


A typical example of B. F. Goodrich product improvement 


ust to think of dragging thick fire 

hose up that high, narrow ladder is 

enough to make most people dizzy. 
And you have to do it in seconds. 

Fire hose used to be heavy, bulky; 
it took too much strength and time 
to lift and carry; it wasted those pre- 
cious seconds that often determine 
whether or not lives and property can 
be saved. 

B.F.Goodrich, with more experi- 
ence in fire hose design and making 
than any other company, set out to 
improve this old, standard product 
and came up with something almost 


completely new: a new way of twist- 
ing the cords to make them stronger; 
a new rubber compound that is lighter 
yet stronger, and lasts longer as well; 
a new way of weaving the cotton 
jacket that gives greater strength with 
smaller cords, and no weak spots; in 
fact, a new fire hose that is 18% 
lighter yet stronger than ever before; 
a hose that gets into action faster. 
Just for good measure, they devel- 
oped a new Koroseal gasket that can 
be tightened by hand —cuts coupling 
time in half, a new and stronger end 
construction near the coupling where 


failures used to be common, and a 
new treatment to prevent mildew. 

This often happens at B.F.Good- 
rich when engineers set out to improve 
a “standard” product. That's why it 
pays to ask your distributor what new 
developments in rubber B. F.Goodrich 
has made lately in any products you 
may buy. The B.F.Goodrich Com- 
pany, Industrial Products Division, 
Akron, Ohio. 


Koroseal—Trade Mark, Reg. U. S. Pat. Off. 


B.E Goodrich 


FIRST IN RUBBER 
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distinctive door—with a tufted cover- 
ig of Tolex fire-resistant leathercloth. 


ame test demonstrates fire-resistant 
properties of Tolex. 


A Forward Step in Fire Preventio 


Vl i Cr’ Fire-Resistant 
@ More and more places of public gathering today are cutting down fire hazards 
by the use of fire-resistant TOLEX plastic leathercloth for upholstery, wall 


coverings and decoration. 


TOLEX is certified to be FIRE RESISTANT by large cities like 
Boston and New York. 


In line with this trend—the public buildings of your city can 
offer greater safety where TOLEX fire-resistant upholstery is used. 


Consulting Service available to you! Without charge or 
obligation, we will gladly send our technical representative 
to discuss fire-resistant leathercloth specifications and 
test methods with fire marshals, fire departments, 
fire prevention boards or underwriters. Write 
to... Textileather Corporation, Toledo, Ohio. 


35 Years of Leadershipp in Leathercloth "Sn 


*Reg. U.S. Pat. Of oa 
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Por faster, more complete fire extinguishing action, 
add Drench*to your water supply. 

Yes, Drench makes wetter water . . . the most 
widely discussed advancement in the fire fighting 
industry. Tried and proved under actual fire condi- 
tions, Drench is the wetting agent that helps you fight 
fire faster, knock it down and keep it down. 

Drench effectively changes the characteristics of 
water without limiting its use or requiring speciai 


equipment. Use it on all 
} | 
NA LA 
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with flash points over 100° F., with any type of nozzle 
equipment, including straight stream high and low 
velocity fog and high pressure fog nozzles. It leaves 
no harmful residue. 

Join the hundreds of fire companies and depart- 
ments who now use Drench in their portable equip- 
ment and booster tanks. Write us today for more 
information about Drench and how it will help you 
fight fire faster. 

Ask your supplier for Drench the tried and proven 
wetting agent. — ——— 


Do not use in Soda Acid Extinguishers or calcium chloride solutions. 


ARNOLD-HOFFMAN & CO., INC. 


Fire Specialties Division 


“Class A” fires and on oils 
Established in 1815 
*PATENT PENDING 


PROVIDENCE, R. I. 


: Plants at Dighton, Mass. and Charlotte, N.C. . 


NEW YORK * BOSTON * PHILADELPHIA * CHARLOTTE 
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the world’s finest aerial Lb 
b Wy 
»MAXIM 4 
you can expect the best from LA , 
MAXIM in all types of ap- eG 
paratus...you owe it to your- -/ 
self to know what you can 47 get today in a 
really modern aerial. — 449 Write for latest data. 





MAXIM MOTOR CO. <i ay ag Middleboro, Mass. 
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At Last...A Sure, Simple Solution to Smoke 
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The First and Only Carryable 
Smokejector That Does the 


Work of Larger Truck- 
Mounted Units 


Here, for the first time is a carryable smokejector 
that has the high capacity necessary to provide 
greater safety for your men and to help them ex- 
tinguish fires faster... particularly those smoke- 
laden fires in cellars, basements, ships’ holds and 
underground structures. Designed for handling 
extremely high volumes. . 
suction ducts. . 


. even through long 
. this new Homelite Carryable 
Smokejector is just what your department has 
always needed for removing dangerous smoke 


WRITE today and let us arrange 
to give you a free demonstra- 
tion of the amazing performance 
of this new Homelite Carryable 
Smokejector any place you want. 


High Capacity 
SMOKEJECTOR 


and toxic gasses. Light, compact, and simple to 
operate, this 130 pound unit...complete with 
built-in, dependable, Homelite gasoline engine 

.is quickly set up and put into operation 
any place. You Can use it on commercial, industrial 
or residential fires. You can use it in narrow al- 
leys, tight passages or confined quarters. And you 
can store it and carry it in a small pick-up truck. 
Comes with 16” diameter lightweight retractable 
duct that is covered with fire-resistant neoprene. 


Homelite Corporation 


CARRYABLE PUMPS - GENERATORS - BLOWERS 


309 Riverdale Avenue Port Chester, New York 
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ROCKWOOD 
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TRIPLE-ACTION WaterFOG 
NOZZLE 





MADE OF SPECIAL 
ALUMINUM ALLOY 


The New LIGHTweight Rockwood Type SG-48 triple-action 
WaterFOG Nozzle is now available to municipal fire departments 
and industrial plants. This new Nozzle is an improvement over the 
Rockwood WaterFOG Nozzle that was used with spectacular success 
by the armed forces during the war 


Made of special aluminum-alloy, the SG-48 Nozzle is half the 
weight of the former type SG-40 Nozzle. The new LIGHTweight type 
SG-48 WaterFOG Nozzle is a better performing, easier handling 
and longer lasting all purpose fire fighting unit. It will greatly increase 
the efficiency of your fire department because it uses less water, 
speeds extinguishment of fires in ordinary combustibles and flammable 
liquids, and provides your firemen with greater protection from fire, 
smoke and fumes. 

The new LIGHTweight Nozzle discharges high velocity WaterFOG, 
straight stream, or low velocity WaterFOG from the new LIGHTweight 
aluminum-alloy Extension Applicator. Act now and equip all your hose 
lines with this new modern fire fighting weapon — Rockwood LIGHT- 
weight triple-action type SG-48 WaterFOG Nozzle. 


Write for descriptive literature. 
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NEW TYPE 


0°40 


* NEW MATERIAL 
* NEW SEAT 
* NEW APPLICATOR 
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54 HARLOW STREET WORCESTER 5, 


MASSACHUSETTS 


Specialists in Fire Protection Engineering, Equipment and Installation since 1907 
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MIDWESTERN 


Protective Clothing 


eS 
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; for Men of Action ! 


“hes 


di hy , a Protection and Comfort in 
Your Hazardous Work of Safeguarding 
Life and Property Against FIRE! 


Today there is a real shortage of raw materials that 
meet our rigid specifications. As a result, we are un 
able to keep pace with the demand for Mackinaw Coats 
and other Midwestern clothing for immediate delivery. 


We maintain our reputation by refusing to use inferior 
materials which will lessen the service of our products. 
This fact alone will make it well worth your while to 
place your order for scheduling into our production as 
soon as possible. There is no substitute for the extra 
protection, built-in comfort, and longer wear you get 
in Midwestern clothing. 


Have your Midwestern dealer show you our complete 
line now made of natural rubber. Note the softness, 
the flexibility, the high grade materials used to assure 
long service, comfort, and protection. Available in 
white and ivory rubber. 


Available for immediate delivery, subject to prior sale, 
all sizes firemen’s short and % boots. 


WONT GENUINE WITHOUT THIS TRADE MARK 


MIDWESTERN MFG. CO., Mackinaw, Illinois 
Manufacturers of the Famous MACKINAW Coats 
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Otitanlined, 
FIREMAN’S 
HELMET 












these Features! 


y One-piece, high pressure molded 
of laminated bakelite 


¥ Tremendous resistance to 
fracture 


y Best protection against electric Better head protection and easy wearing comfort 
mame ride with the fireman on every run—stay with him 

y Can't soften, swell or gain on the job, and serve him every minute—when he 
ie =“ ; wears the M.S.A. Streamlined Fireman’s Helmet! 
Reinforcing crown ridge This most popular modern helmet’s correct pro- 
y Self-ventilated, cool and portions and streamlined design deflect the force 
comfortable of blows and bumps, keep hot water and embers 
from face and neck, add smartness on parade. 

Heat and moisture cannot soften or deteriorate the 

Qcth tether exnatient highly fracture-resistant shell . . . write for the 


— adjustable crown facts in Bulletin DX-5! 
hammock 


— sturdy chinstrap! 





MINE SAFETY APPLIANCES COMPANY 


BRADDOCK, THOMAS AND MEADE STREETS PITTSBURGH 8, PA. 
District Representatives in Principal Cities 


In Canada: MINE SAFETY APPLIANCES COMPANY OF CANADA, LIMITED 


fe) te), hie) MONTREAL CALGARY VANCOUVER NEW GLASGOW, NWN. S. 
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= for QUICK 


AID FIRE GUARD in- 
stead of such famous old 
names as Red Star, Floa- 
fome, Alaskan, Protector, 
or Pacemaker. 


Only the name of GENERAL'S 
famous, Fire Extinguishers 
is new! QUICK AID FIRE 
GUARD gives you the same 
quick action that you have 
always found in GENERAL'S 
Extinguishers, the same 
high quality, the same de- 
pendability backed by 
GENERAL'S 44 years of fire 
protection experience. 


QUICK AID FIRE 
GUARD is available with 
the following types of ex- 
tinguishing agent: vaporiz- 
ing liquid, carbon dioxide, 
foam, soda-acid, and non- 
freeze. 


iF it’s YEGREA it’s DEPENDABLE 
THE GENERAL DETROIT (CORP. 


DETROIT 7, MICHIGAN 


Tha new FMC hiah-pressure . 


' 
' 


Wherever you are, there is a GENERAL 
dealer nearby. Without obligation, he 
Subsidiaries will help you select the right QUICK 

THE GENERAL PACIFIC CORP. AID FIRE GUARD for every fire hazard. 
LOS ANGELES +» SAN FRANCISCO + SEATTLE Look for the GENERAL trade-mark in the 
classified section of your phone book, or 


drop a line to GENERAL in Detroit. 


NEW YORK e« PHILADELPHIA e ATLANTA « CHICAGO eI 


THE GENERAL DETROIT CORP., CANADA, LTD. 


ae) 10), wae) . MONTREAI 
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Delayed Alarms 


CAUSE FIRE DISASTERS 
















WHEN FIRE OCCURS— 


PULL A FIRE ALARM BOX 
IMMEDIATELY! 


‘It is generally recognized that there is no 
other thoroughly satisfactory means of 
sending and receiving fire alarms than an 
approved fire alarm telegraph system. Telephones 


should not be relied upon to replace needed boxes 


nor to supplement any inadequacy in number or DETAILED 
l ti f i xes 39 INFORMATION ON 
ocation of boxes. REQUEST 


—National Fire Protection Association 
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With the Editor 


Nullifying Civil Politics is again be- 
ginning to show its 
Service in New York ugly hand in the New 
York Fire Depart- 
ment. This has become evident in connection 
with the filling of the position of Chief of De- 
partment. 


On February 13-14, Chief Harold J. Burke, 
then a Deputy Chief, along with fifteen other 
candidates, took the two-day examination for 
the position of Chief. 


He topped the list by a comfortable margin. 
In addition, he had disabled veteran’s prefer- 
ence. On these two counts alone he was entitled 
to the promotion; for in 1911 Mayor Gaynor 
established the practice, on the recommendation 
of the Civil Service Reform Association, of pick- 
ing the highest person on the civil service list 
to fill a vacancy, which practice has been stead- 
fastly followed since (the law permits picking 
one of the first three on the list). 


When it was known that Chief Burke had 
won out in the examination, a move was imme- 
diately initiated by the city administration to 
sidetrack him. It was held that his disability 
—defective hearing in one ear brought about by 
shellfire in U. S. naval service in World War II 
—disqualified him for fire-fighting duty. He 
was promptly transferred to the Department’s 
Limited Service Squad. But the Civil Service 
Commission’s own physician, as well as an inde- 
pendent ear specialist to whom Burke was sent 
for examination, stated that the deficiency in 
hearing was not sufficient to interfere with his 
work as Chief of the Department; furthermore, 
the condition was of such a nature that time 
would probably correct it. 


With this obstruction out of the way, it was 
to be expected that his appointment as Chief 
would be made forthwith. But such was not 
the case. The matter was drawn out for some 
time. Then suddenly, without notice to the 
press or others interested, the appointment was 
made. 


Possibly because Chief Burke felt that with 
an antagonistic administration over him he 
could not ably serve the city, or maybe—and 
we say maybe, as this is only a conjecture—be- 
cause he had to agree to early resignation before 


the appointment would be given him, he applied 
for retirement to take effect on October 1. 


In either case the administration got what it 
wanted; it had sidetracked the man best quali- 
fied to build up the New York Fire Department. 
It had thwarted civil service without apparently 
smearing its own hands. 


Following the amazing treatment of Chief 
Burke during the International Association of 
Fire Chiefs convention in New York, where city 
officials completely ignored him when introduc- 
ing fire department personnel, both at the Mid- 
night Alarm show in Madison Square Garden 
and at the Banquet, it was suggested that he 
take the matter of his retirement to the courts. 
He requested return of his application for retire- 
ment, which, incidentally, the Fire Department 
refused to do. 


In the interest of honest civil service, we wish 
he had been in position to pursue this course. 
And so did the host of fire chiefs who gave him 
such a tremendous ovation when he was called 
to the platform by President Charles A. Delaney 
on the last day of the conference. 


It is a little short of tragic that the officials of 
the great City of New York should stoop so low 
as to deny reward to one who has not only 
served the city so loyally and so well, but who 
won the acclaim of the United States Navy for 
the greatest task in fire protection ever con- 
ceived and activated by one man. For this work, 
the Navy awarded him the coveted decoration 
of “Legion of Merit” and made him a Captain, 
a rank never before, in our memory, attained by 
a representative of the fire-fighting forces of the 
nation. 


The treatment of Burke, in our opinion, was 
woefully short-sighted. It was short-sighted be- 
cause of the future effect on administration of 
civil service in New York, and throughout the 
country. It was short-sighted because the entire 
membership of the New York Department will 
feel that by devious methods the city adminis- 
tration can eliminate any candidate, no matter 
how worthy, how able, how qualified he may be. 
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|. A. F. C. Convention in New York 
Record-Breaking Success 


New York Fire Department is Host to Over 2,000 
Chiefs and Guests, Who Enjoy Unprecedented Business 
and Recreational Program of 74th Annual Conference 


Tue 74th Annual Conference of the 


International Association of Fire Chiefs 
was held in New York City, August 19 
to 22, inclusive with the largest recorded 


attendance of members and guests in 


the long history of the Association—a 
total of 2,024 registrants 

[The Convention marked the fourth 
gathering of the organization in New 


York City, the others being held in the 
years 1875, 1902, and 1913. The only 
living fire chief of the city to preside 
at any of those earlier meetings, Chief 
Edward F,. Croker, who served in 1902, 
was unable to leave his Florida home to 
attend this year’s conference. 

The 1947 Conference was outstanding 
in not only attendance of the nation’s 
leading fire chiefs, commissioners, mar- 
shals and fire prevention leaders, but it 
also marked what is believed to be the 
most comprehensive business program 
in the history of the Association, and 
the largest attendance at business ses- 
i evel recorded 

Outstanding, too, was the recreation 
and entertainment features provided by 
the host city 

The delegates and their relatives and 
friends swarmed into the City from 
every State in the Nation, its posses- 
sions, and the Dominion of Canada; in 


sions 


Seated: 
Chief Daniel 


ans., Second Vice-President; 


B. Tierney, 


BY A STAFF CORRESPONDENT 
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At the Speakers Table during Business Sessions of the Conference: (Left to Right) Chief 
Charles A. Delaney, Retiring President; Chief Henry R. Chase, First Vice-President and Chief 
Frank C. McAuliffe, President Elect. 


Arlington, Mass., 





Photo by Barry Factor 
Newly Elected. Officers of the International Association of Fire Chiefs 

Chief Frank C 

to right): Chief Henry R. Chas, Miami, Fla., First Vice-President; Chief William J. Cawker, Topeka, 


McAuliffe, Chicago Fire Patrols, newly elected President; Back row (left 


Secretary-Treasurer. 


addition there was a good sprinkling of 
officials of foreign fire forces, some of 
whom came from far-off lands. 

One might have supposed that the 
problem of housing, and catering to the 
vast array of visitors would be unsur- 
mountable, but the reverse was the cas¢ 
Practically all of the visitors were 
comfortably located within the “Pen- 
Group” of the City’s leading hotels, in- 
cluding the Pennsylvania, Martinque, 
Governor Clinton, New Yorker and 
McAlpin. With an exceptionally able 
hotel committee, which included leading 
hotel executives and members of the 
New York Fire Department in charge, 
the Conference was singularly free of 
even the normal disappointments ovef 
accommodations and service. Officials 
of the Hotel Pennsylvania, one of the 
Statler chain, and the Convention Head- 
quarters, directed a large staff which 
functioned smoothly to handle the 
complex details that attend the day-by- 
day conduct of conventions of such 
magnitude. 


City Aware of Visiting Chiefs 


New York City, which. seldom strains 
itself over its convention _ visitors, 
warmed to the International Association 
of Fire Chiefs and although getting set 
for the American Legion’s descent upon 
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the city, scheduled for the week follow- 
ing, the hotels, department stores and 
shops, transportation companies and 


amusement and eating places dusted off 
the welcome signs for the “visiting fire- 
men”. : f : 

Displays of ancient fire apparatus, 
borrowed from New York Fire Depart- 
ment’s famous museum of fire fighting 
were installed in hotel lobbies and 
department store windows, for the con- 
vention period. 

In the Fire Department, even though 
the time of the conference coincided 
with examination and study periods for 
advancement in the service (it is the 
time for captain and battalion chief and 
deputy chief examinations) the person- 
nel of the Department in all ranks, uni- 
formed and ununiformed, went all-out 
to make the visitors welcome. The 
world’s largest fire department was the 
attraction that drew many to the con- 
ference, and from every report, they 
were not disappointed. Mid-town Man- 
hattan fire stations; units of the fire 


boat fleet; the Fire Alarm Bureau in 
Central Park; and the old and new Fire 
Department Shops swarmed with 


visitors. The sound of a siren or bell 
on the city’s thoroughfares produced 
immediate action and conventioneers 
popped out of the nowhere to see their 
New York brother firemen in action. 
If there was any regret expressed dur- 
ing the stay of the visiting chiefs, it was 
that no outstanding multiple alarm 
“worker” materialized (last year the 
Eastern Convention was interrupted by 
the St. George, Staten Island, fire). 
Some of them, however, did visit the 
scene of the lower east side paper ware- 
house fire which had been burning a 
week, and a few responded to the only 
two second-alarn: blazes that occurred. 


Memorial Exercises Impressive 


order 
August 19, 


The Conference was called to 
promptly Tuesday morning, 
by President Charles A. Delaney of the 
Association in the grand ballroom of 
the Hotel Pennsylvania. 

The invocation was delivered by the 
Rev. Fred Fronhoefer, S.J., Chaplain of 
the Fire Bell Club of New York. Fol- 
lowing the posting of the colors and the 
introduction of officials of the confer- 
ence, past presidents and distinguished 
persons by President Delaney, the latter 
presented Fire Commissioner Frank J. 
Quayle of the New York Fire Depart- 
ment, who extended greetings, and in 
turn, presented the Mayor of the City 





HIGHLIGHTS OF THE 
74TH ANNUAL CONVENTION 


Attendance recorded, total, 2,027 
Active members, 636 
Associate members, 452 
Guests, 936 


Countries other than United States 
(and Possessions), Canada and 
its Provinces represented— 

Iceland 

India 

Philippine Islands 
Sweden 

Porto Rico 


Number of exhibitors, 47 

Next meeting place, Miami, Fla. 

Time of next meeting, November, 
1948 


Officers for 1947-48— 


President, 
Chief Frank A. McAuliffe, 
Salvage Corps, Chicago, II. 
First Vice-President, 
Chief Henry Chase, Miami, 
Fla. 


Second Vice-President, 
Chief William J. Cawker, 
Topeka, Kans. 
Secretary-Treasurer, 
Chief Daniel B. Tierney, 
Arlington, Mass. 
Executive-Secretary, 
Jay Stevens, San Francisco, 
Cal. 
Engineer-Manager, 
a | Shepperd, New York, 











of New York, the Hon. William 
O’Dwyer to whom the Commissioner 
referred as “a fireman’s mayor.” 

Mayor O’Dwyer told the assemblage 
about the city’s problems in furnishing 
fire and police protection, pointing out 
that “it costs money to run this great 
municipal machinery.” He said “We are 
very proud of our Fire Department; it 
is a splendid organization; our citizens 
sleep safely, but our greatest problem 
is funds. New York is happy to have 
you here for an exchange of ideas; 
many minds are devoted to this cause 
of fire safety; I sincerely hope that 
great good will come out of this con- 
ference.” 

Chief Edward Wischer, of Milwaukee, 
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responded for the Associatien to the 
Mayor’s welcoming address. He spoke 
of the great interest in and respect for 
the New York Fire Department in the 
minds of the nation’s fire service, and 
emphasized the fact that more than any 
other municipality, what New York’s 
Fire Department did, had a_ national 
significance. 
Members of the 
have long been 
ferences were 
the impressive 
ranged by 


who 
con- 
praise of 
services, ar- 
[a aa eS 
the New York 
Club played the 
Garbed in cassocks, 
surplices, the depart- 
aided by uniformed 
Department carrying 


Association 
attending annual 
lavish in their 
memorial 
Deputy Chief 
Waldron and in which 
Fire Department Glee 
principal role. 

topped off with 
ment’s vocalists 
members of the 


lighted candles, thrilled the silent as- 
sembly. Participating in the services 
were the Rev. Edward C. Russell, D.D. 


Fire Chaplain; the Rev. Phillip Furlong, 
Pastor, St. Elizabeth’s Church, Wash- 
ington Heights, and Rabbi J. X. Cohen, 
Free Synagogue of New York. 

The necrology contained fifty names, 
which were read by Chief Daniel B. 
Tierney, Secretary-Treasurer of the 
Association. In the necrology, inciden- 
tally, was the name of former New 
York Fire Commissioner and_ Chief, 
John J. McElligott, who died a year 
ago. 


Heavy Business Schedule , 


The morning session of Wednesday, 
August 20, opened with routine Associa- 
tion matters, including the appointment 
of committees; report of auditors— 
which showed the Association in excel- 
lent financial condition; report of the 
Secretary-Treasurer, Chief Daniel B. 
Tierney, Arlington, Mass., which also 
attested to the progress being made and 
the report of standing and special com- 
mittees. Among the latter, Chief Roi 
B. Woolley, Chairman of the Commit- 
tee on communications counselled the 
Association to be alert to the efforts 
being made by telephone and other 
interests to secure some of the radio 
channels previously allocated to the fire 
service by the Federal Communications 
Commission. He stressed the coopera- 
tion being given by the F. C. C. and the 
harmonious relations between the I. A. 
F. C. and the International Municipal 
Signal Association. Reports of activities 
of the Association’s Sectional organiza- 
tions concluded the routine business. 

The technical phase of the Convention 
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Officers and Directors of the |. A. F. C. at Pre-Conference Directors Meeting 


Left to Right: 
Tiller, 


President I, A. 


Chief L. L. Petrey, 


C.; Chief 


Director from Southeastern Association: 
Past President and Director from Missouri Valley Association: 
F. William G. Wandras, 


President of 


Chief Jay W. Stevens, 
Fred Shepperd, Engineer-Manager I ‘ 
Eastern Association of Fire Chiefs, and Director, i 


C.; Chief Ray 


Executive Secretary, I. A. 
A. F. Chief cf Samuel J. Pope, Past 




















FIRE ENGINEERING 





Left to right: Chief Charles A. Delaney, Retiring 

and Director, I. A. F. C.; Chief Daniel B. Tierney, 

Chief Frank C. McAuliffe, President Elect I 
opened with four outstanding papers 
bearing upon large-scale wartime and 
peacetime disasters involving fire. The 
first two covered the Texas City 


tragedy. 


Mathew M Braidech, Director of 


Research National Board of Fire Under- 
writers, called the poem. 1946 catas- 
trophe, which cost 2 lives a “needless 
tragedy.” He Masned it in part on 
“flagrant cigarette smoking; complete 
absence of knowledge of the inherent 
hazardous nature of ammonium nitrate”; 
and the relaxation of strict rules and 


rigid inspections as a let-down after the 
war. 

Walter W. Stephen, 
Monsanto Chemical Company plant at 
Anniston, Ala., gave an eyewitness 
account of the destruction of the Com- 
pany’s plant at Texas City. One of the 
results of the disaster, he said, was the 
discovery that fire in ammonium nitrate 
could be extinguished by “plain water 
streams.” 

Chief M. G. Pradhan, of the Bombay, 
India, Fire Brigade, who brought to the 
Convention the felicitations of the Fire 
Service of Bombay, described in inter- 
esting detail what is reported to have 
been the war’s worst munitions disaster 
of its kind—the explosions and fire 
aboard the S. S. Fort Stikine at the 
Bombay Docks, on April 14, 1944. 

The toll in this tragedy included 231 


Fire Chief of the 


servicemen and employees on the spot 
(sixty-six of them firemen) and 510 
civilians dead and missing, and over 


2,000 injured 


The explosions of TNT and small 
arms ammunition, following fire in the 
ship’s hold, had the effect of 150 
“blockbusters” it is said. There is a 
striking similarity between this catas- 
trophe and the Texas City holocaust in 
the confusion of authority at the scene; 


failure to notify the fire services of the 
imminent danger; failure to observe 
safety regulations in the stowage and 
handling of hazardous cargo (there was 
smoking aboard ships in both cases); 
delay in calling the fire services and 
failure on the part of some of those in 
charge in the early stages to properly 
appreciate the gravity of the situations. 

During the morning session, Fire 
Chief Albert Sullivan of San Francisco 
presented a resolution commending Fire 
Commissioner Frank J. Quayle of New 
York for initiating action to safeguard 
the loading and handling of ammonium 
nitrate in the City of New York. The 
resolution was adopted unanimously by 
the meeting. 

The Wednesday afternoon business 
sessions led off with a timely address by 
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Snapped at the Pre-Conference Directors Meeting 


Chief John H 
Treasurer, I. A. F. C 
Marshal William J 


President ; Alderson, 
_Se cretary - 


C.; Fire Scott (Ontario), 


John J. McCarthy, 


Charge, New 


Chief in 
Depart- 


former 
York City Fire 
ment and now Fire Prevention Con- 
sultant to the New York State Hotel 
Association. Chief McCarthy took for 
his subject: “Fire Safety in the Hotel 
of the Future” and after reviewing the 
fire safety problems in the hotel indus- 
try, he outlined the measures being 
taken, and that should be taken, both 
by the hotel industry, and fire protec- 
tion and prevention authorities. 

Chief Harold J. Burke who shortly 
before the Convention had been ap- 
pointed Chief of the New York Fire 
Department, discussed the topic: “Gas 
Masks for the Fire Service”. His text 
was predicated upon a survey instituted 
some time previously. Chief Burke 
emphasized the importance of the right 
masks for the right sort of service. 


Mr. A. Bruce Bielaski, Assistant 
General Manager, National Board of 
Fire Underwriters, discussed the recent 
President’s Conference on Fire Preven- 
tion and urged continued efforts to 
reduce the nation’s fire waste. 

E. Hilton, Secretary, National 


Fire Waste Council, Chamber of Com- 
merce of the United States also stressed 
fire prevention activities, pointing out 
“How Chambers of Commerce are 
tacking Our Fire Departments’—the 
subject of his address. 

Industrial fire protection was the sub- 
ject of the first two of the afternoon 
sessions in papers presented by Captain 
Edward F. Curren, Manager Under- 

Y 


writers Rating Board, Albany, N. 
and Dr. William O’Connor, Director of 
Safety Engineering, New York Univer- 
sity. 


Captain Curren’s address, “Industrial 
Plant Fire Inspections”, emphasized the 
need of constant vigilance against fire 
in industry and the wisdom of thorough, 
periodic inspections by trained special- 
ists in fire prevention and control. He 
also dwelt upon the relation of insur- 
ance to such protection. 

Dr. O’Connor, who took for his text 
“The Role of Industrial Fire Protection 
in the Conservation of Production Re- 
sources”, urged making fullest use of 
the three “E’s”: Engineering, Education 
and Enforcement” in construction, in- 
dustrial production storage and distri- 
bution. He urged subdividing con- 
centrated values to prevent repetition 
of the East Ohio Gas Co. explosion, and 
the Texas City debacle, stressing the 
fact that fire control technique must 
keep pace with, or ahead of the new 
hazards which are inherent in our pres- 
ent chemical era. 

The theme of fire prevention was still 


President of the 


; Chief Frank W. 


Pacific Coast 


Association of Fire Chiefs, 
Bender, Jr., 


Director, Great Lakes Association; 


Director from Dominion Association. 


further covered by Percy Bugbee, 
Managing Director, National Fire Pro- 
tection Association, Boston, Mass., 


under the topic titled “Cooperation of 
Organizations in the Fire Protection 
Field.” Mr. Bugbee prophesied a 
record-breaking fire loss for 1947 of 
$700,000,000. 


Grim Warnings Sounded 


Grim notes were sounded by the two 
concluding speakers on the morning's 
program—both experts in their field: 
Lt. Colonel David B. Parker, War and 
Navy Departments, Armed Forces Spe- 


cial Weapons Project, Washington, 
D. C., and Col. Frank A. McNamee, 
Jr. F. A. Reserve, former director, 
United States Strategic Bombing 
Survey. Both took for their texts 
phases of atomic energy and atom 


bombing as it affects those concerned 


with national defense, and_ defense 
against fire. 
Col. Parker, whose subject was 


“What the Fire Service Should Know 
About Atomic Bombing,” told a rapt 
audience about the development of the 
atomic bomb, its use on Japan, and the 
aftermath.. He described the devastat- 
ing effects of the bombs dropped on 
Hiroshima and Nagasaki and traced the 
development of the atomic bomb, com- 
paring its destructiveness with other 
explosives. The atomic bombs dropped 
on Japan, he said, each were the equiva- 
ae destructiveness of 20,000 tons of 

Col. Parker pictured the possible 
dreadful consequences if New York 
were bombed as was Japan. “There is no 
effective antidote against it,” he said, 
and it would be a generation before 
some sections of the city could be 
eng without constant recourse to 


Geiger counters. 

Following his talk, Col. Parker 
showed pictures of the bombing of 
Japan, the early tests in the develop- 
ment of the bomb in this country, and 
the Bikini tests. Some of the govern- 
ment pictures had never before been 
shown the fire service. 

Atomic warfare of the future will be 
concentrated upon civilian communities, 
with firemen  shouldering increased 
responsibility for defense, according to 
Col. McNamee, who pictured the lot of 
the fire service in the next war as 4 
grim one. 

Col. McNamee emphasized the fact 
that no matter what type of bomb was 
used on Japan (or Germany or other 
enemy countries) during the war, fire 
was the greatest destructive agent. 
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Groups of trained firemen, with uni- 
form motorized equipment, and placed 
near areas of possible attack, provided 
the best answer to aerial attack, he said. 
Cities will be chief targets with the 
ability to survive determined by the 
success of the fire-control methods. 

Col. McNamee referred frequently to 
the report of The United States 
Strategic Bombing Survey on _ the 
“Effects of Atomic Bombs on Hiro- 
shima and Nagasaki”, copies of which 
were provided by Col. McNamee for 
members of the Convention. 


Round Table Discussions 


[hursday afternoon (August 21) was 
largely given over to round table dis- 
cussions. The first, on “Plane Crash 
Fire Fighting Technique” was led by 
Edward J. Kehoe, Fire Marshal, Third 
Naval District, New York, N. Y. Mr. 
Kehoe, and the motion pictures which 
accompanied his talk, described the ex- 
tinguishing methods and equipment 
used by the Navy. A number of mem- 


bers engaged in the discussion which 
followed his presentation. 
The Round Table led by Chief 


Barney J. Houston, of Cincinnati, Ohio, 
covered the topic “What Can Be Done 
to Reduce False Alarms”. This, too, 
brought forth discussion by members 
and was productive of a number of 
suggestions for helping cure this evil. 


The Cincinnati false alarm ordinance 
is as follows: “Sec. 704-20. False 
Alarms. It shall be unlawful to turn 


in, send, or cause to be communicated 
to the fire force a false alarm of fire. 
Any violation of this section shall be 
punishable by imprisonment for not less 
than three (3) months nor more than 
six (6) months.” 

Strict enforcement of this ordinance 
has resulted in great reduction of false 
alarms. 

“What Can be Done to Promote Fire 
Training in Our Industrial Plants” was 
the subject of another Round Table 





Climax of the “Midnight Alarm” was the Simulated, but Realistic, Burning of Cobweb Hall, 
the Five-Story Tenement Erected for the Show. 
Has Been Extinguished. Smoke Pots, Flare Lights and Roaring Fire Engines Gave the Scene 
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Some Distinguished Foreign Delegates at the |.A.F.C. Conference 


Front row (1. to r.): Chief Jon Sigurdson, Reykjavik, Iceland; Chief M. G. Pradhan, Bombay, India; 


Chief H. Walton, New Toronto, Ont., President, Dominion Association of Fire Chiefs; Mr 
Rorstrom, Stockholm, Sweden; Chief Cipriano Cruz, Manila, P. I. 
. Fire Marshal of Ontario, Toronto, Ont., and Linton W. Scott, 


Scott, 


discussion led by Chief James J. Dug- 
gan, Carbide and Carbon Chemicals 
Corp., South Charleston, W. Va. Chief 


Duggan placed the major responsibility 
for private plant fire protection—espe- 
cially chemical and other plants engaged 
in specialized production—on plant fire 
protection personnel. 

Lack of time prevented inclusion of 


more than one other Round Table. 
This was titled “What Has Been Your 
Experience With Water Wetters?” and 
its chairman was Chief Paul P. Heinz, 


New Haven, Conn., Fire Department. 
Chief Heinz led off with an explana- 

tion of the development of this type of 

extinguishing agent, its application and 


the Excitement of a Real Fire. 


Here, Firemen Mount Ladders after “Fire” 


Axel 
Hon. W. J. 
Toronto, Ont. 


Back row (lI. to r.) 


its use by the fire service. That wetting 
agents have a definite place in scientific 
fire extinguishment is agreed but it was 
pointed out that not enough fire fighters 
know about them. 


Chief McAuliffe New President 


At the concluding business sessions, 
Friday, August 22, the principal event 
was the selection of the officers for the 
coming 


year. The following were 
unanimously elected in each case, to 


head the Association for the coming 
twelve months: 

President-Chief Frank C. McAuliffe, 
Fire Insurance Patrols, Chicago; First 
Vice President Chief Henry R. Chase, 


Miami; Second Vice-President, Chief 
W. J. Cawker, Topeka, Kan., Chief 
Daniel B. Tierney, Arlington, Mass., 


was re-elected to the position of Secre- 
tary-Treasurer; Jay Stevens, San Fran- 
cisco, Cal., was re-named Executive 
Secretary and Fred Shepperd, New 
York, N. Y., was re-appointed Engi- 
neer- Manager. 

By unanimous vote, the Association 
members decided to hold the 1948 Con- 
vention in Miami, Fla., in the month 
of November. An invitation was also 
extended, through Chief Albert Sullivan 
of San Francisco, to have the Associa- 
tion gather in that city in 1949. The 
City of New Orleans, through Chief H. 
L. Dey, also entered an invitation for 
that year’s meeting. 

A number of resolutions were passed, 
thanking the host city, the heads and 
members of its fire department, the Fire 
Bell Club, and other organizations and 
individuals whose efforts were respon- 
sible for what is considered the most 
notable success of all Conventions in 
the history of the Association. 


Fine Recreation Program 


From registration to final adjourn- 
ment, recreation and entertainment were 
pleasurably mixed with the business of 
the conference. As one chief said in 
parting “I rather expected that New 
York would outdo other conventions in 
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giving us a good time, but I never real- 


ized I’d get so much enjoyment, and 
enlightenment in such a short time as 
we did.” 

rhe recreation program began with a 
sight-seeing trip around New York 
Harbor aboard two boats provided for 
the occasion The trip, arranged and 
directed by the New York Fire Depart- 
ment’s Marine Division, Deputy Chief 
John L. Holian in charge, took the 2000 
ind more visitors from 42nd Street and 
the Hudson River, down that waterway 
to the Narrows, thence up the East 
River, past Governors, Welfare, Ward’s 


and Riker’s Islands, and under the many 


bridges, to the Tri-Boro Bridge, return- 
ing down the East River, around the 
Battery, and to the starting place 

Much of the success of this cruise is 


attributable to the Pilots and Engineers 


Association of the New York Fire De- 
partment, whos¢ members handled 
details and made guests welcome. The 
Association presented to each visitor a 
brochure on “The Port of New York” 
which gave the complete story of New 
York’s fireboat fleet, the city’s vast 
wateriront activitsi ind a chart of the 
Convention crust The brochure was 
prepared by Milford M. Stern, Pres 
ident of the \ssociation, aided by a 
committee headed by Pilots Harold 
Johnston, Gerard Fitzpatrick, Wm 
Bond, John Bressler, Dan Miller and 
John Hauser and Engineers Tom 
White and Charles Crowley 

The larger of the two craft, the S. S. 
Sandy Hook, was fitted with a P.A. 
system over which the passengers were 
given a running account of the trip— 
points of interest and events en route, 
by narrators Chief Holian and Pilots 
John Shearer and Dan Bailey. 


Most thrilling to the visitors, naturally 
were the continuous demonstra- 
tions by Department's 
fireboat Steamships, 


almost 
units of the 
fleet of ten 


lire 


boats 





tugs and other vessels all along the 
route joined in a cacophony of salutes, 
reminiscent of the return of the first 
contingent of war veterans. 

Che Gamewell Company provided the 
commissary—adding still another page 
in its long history of cooperation with 
the I. A. F. C. 

Also prominent in 


directing the 


details of the cruise were Deputy Chief- 
in-Charge of Brooklyn and Queens, 
Richard Burke; Ben Branch, veteran 


transportation executive of the Fire Bell 
Club; and special details of the Marine 
Division, all functioning under the gen- 
eral direction of the “Midnight Alarm 
Committee.” 

\fter their return from the boat trip, 
members of the Convention were invited 
to a cocktail party given by the Uni- 
formed Fire Officers’ Association, Local 
854, at the Officers’ Club of the New 
York Fire Department, on Chambers 
street. 


Midnight Alarm Magnificent 
Spectacle 
Che 


Alarm” at 


much-publicized “Midnight 

Madison Square Garden, to 
which members of the Association and 
their guests were invited Wednesday 
evening, August 20, more than lived up 
to its advertising 


The production was staged by ap- 
proximately 700 officers and members 
of the New York Fire Department, 


including almost the entire class of 
probationary firemen, the Fire Depart- 
ment Band and Glee Club, Officers and 


members of the Fire Department Shops, 


Fire Alarm Telegraph Bureau and in 
fact, all other branches of the Depart- 
ment, under the direction of the “Mid- 


night Alarm Committee” whose general 

chairman was Deputy Chief John J. T. 

Waldron. 
Chairman of Show 


the Committee of 


FIRE ENGINEERING 


the General Committee was Assistant 
Chief Edward G. Conway. Publicity 
was directed by Deputy Chief-in-Charge 
Brooklyn and Queens, Edward M, Bf 
Conway; Arrangements were handled 
by Deputy Chief-in-Charge, Brooklyy 
and Queens, Richard Burke; The ticket 
Committee was headed by Frank 
Murphy, Chief of Staff and Operations: 
Finance Committee by Hon. James J. 
Moran, Ist Deputy Fire Commissioner, 
The Hon, Frank J. Quayle, Fire Com. 
missioner was chairman ex-officio, 
Frank Murphy, Chief of Staff and 
Operations, was also Co-Chairman of 
the General Committee in charge of all 
convention arrangements. 

Features of the Midnight Alarm 
were: Military Review by the Fire De. 
partment “Probies”; Selections by the 
Fire Department Glee Club; calisthenic 


drill; dramatization of a “Day in a 
lirehouse” concluding with a response 
by two companies quartered within the 


Garden, and outside units, to a supposed 


fire in the Garden. A laughable skit 
“The Fire Brigade of Olde” followed, 
after which Probationary Firemen de- 


monstrated their training on the five- 
story “Cob Web Hall” built within the 
Garden. A Florodora Ensemble, featur- 
ing various talented members of the 
Department, and an aerial ladder drill, 
participated in by department personnel 
utilizing four 75-foot aerial ladders and 
other equipment, preceded an _ extrav- 
aganza titled “The Gay Nineties’— 
which depicted scenes of “Little Old 
New York.” The dramatic climax came 
with the “burning” of “Cob Web Hall” 
in the night. This realistically simulated 
fire brought into the Garden multiple- 
alarm assignments of men and appa- 
ratus, who laddered the building, res- 
cued frantic occupants, stretched lines, 
and under the direction of the Chief 
(Deputy Chief Daniel Deasy officiating) 
carried out all of the rescue and extin- 


PENNSYLVANIA 


Photos by W. J. Scott 


Some of the Key Speakers at the Record-Breaking Conference of the |. A. F. C., in New York 
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Top Row (1. to r.): Col. Frank A. McNamee, Jr., Former Director, U. S. Strategic Bombing Survey; John J. McCarthy, Former Chief, N Y. 

F. D., now Fire Prevention Consultant, N. Y. State Hotel Assn.; H. E. Hilton, Secy., National Fire Waste Council. U. S. Chamber of Commerce. 

Lettom Row (1. to r.): Lt. Col. David B. Parker, War and Navy Depts.. Armed Forces Special Weapons Project; A. Bruce Bielaski, Asst. Gem 
Megr., National Board of Fire Underwriters; Chief Harold J. Burke, New York City. 
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guishing operations as they would in 
controlling a real fire. 

The only event to mar the splendid 
performance of this extravaganza was 
the injuries to two firemen, William 
Gibson, E326 and Gustave Melle, E243 
a the New York Fire Department who 
were critically injured a few days before 
the initial performance when in an un- 
explained way they both slid, unchecked, 
down a 60-foot rope to strike the con- 
crete floor of the Garden. Both suffered 
fractured vertebras, severe shock and 
other injuries. 

The Midnight 
primarily for the benefit of the New 
York Fire Department Welfare Fund, 
and incidentally to aid in defraying the 
expenses of the Association Convention. 
An attractive program of the event was 


Alarm was staged 


history of the I.A.F.C. The souvenir 
also presents vital statistics about the 
world’s largest fire department with 
illustrations of large fires and other 
interesting material. 


National Board Entertains 


Following the boat ride on Wednes- 
day afternoon, the National Board of 
Fire Underwriters, Mr. Wilbur Mal- 
lalieu, General Manager, played host to 
the members at a cocktail party in the 
Grand Ball Room of the Hotel Pennsyl- 
vania. Music, appetizers, etc., made this 
affair one of the highlights of the con- 
ference, 


Ladies Are Busy 


649 


mercantile stores and shops, punctuated 
with visits to radio broadcast stations 
and amusement centers. On Wednes- 


day afternoon a sight-seeing tour for 
the ladies took many up Riverside 
Drive to the Cloisters. On Thursday 


morning many visited Radio City Music 
Hall 


Banquet “Overflows" Hall 
The Convention Banquet was held 
Thursday evening, August 21, at the 


Hotel Pennsylvania, with approximately 
2,000 members of the Association, their 
registered guests and officials of the 
New York Fire Department in atten- 
dance. All available space in the main 
banquet halls, and foyer was occupied. 

Seated on the dais were members of 


prepared by members of the Depart- Ladies of the Convention found the clergy: Chaplains Robert A. Brown, 
ment, one page of which gives a brief plenty of interest in the city’s great (Continued on page 679) 
Active Members Present at the |. A. F. C. Conference 
(All the following are active Fire Chiefs, unless otherwise listed.) 
Alabama George C. Graham, Bristol K. W. Gettings, U. S. N. Air Sta- _ Illinois 
Tale r Stenhe Monsante Ernest Hansen, East Haven tion, Washington sibso oO 
Walter W. Stephen, Monsanto . = . M. A. Gibson, Alton 
Chemical Company, Anniston Stuart M. Potter, Greenwich David J. Price, U. S. Dept. of Edward J. Ryan, Aurora 
L. B. Hill, Bessemer Henry G. Thomas, Hartford Agriculture, Washington, Hon. Frank C. McAuliffe, Chicago Pa- 
1. R. Smith, Birmingham Albert B. Foy, Manchester Member trols, Chicago 
L. L. Petrey, Mobile Leonard A. Petrucelli, Meriden A. J. Mullaney, Chicago 
R. L. Lampley, Montgomery J. Franklyn Dunn, Middletown Florida Charles Muirhead. Danville 
W. M. Walton, University William T. Shaw, New Britain ; < " ae Ira D. Leech, Decatur 
Paul P. Heinz, New Haven Guy Bender, Belle Glade R ll Wright, East St. Louis 
J. S. Pachl, Annex F. D., New Peter Treola, Clearwater oN. Holsetter. Eemeten ° 
Arkansas : ’ __ Haven » 7 = yp _ rae Fred Hoffman, Harvey 
Frank H. Smith, El Dorado Thomas H. Shipman, New London - W. Aing Fort Lauderdale R. J. O’Brien, Hazel Crest 
M. J. Brun, Ex-Chief, Fort Smith Leno Vescovi, U. S. Submarine :. F. Beville, Gainesville John O. Nygren, Joliet 
Gann L. Nalley, Little Rock Base, New London G. E. Hare, Jacksonville Edward Schneider, Libertyville 
acelin ails Cc. E. Brause, Lake Worth Was Coes 
Califernt Charles A. —— ee. Sears Chats, Wiesel John Armstrong, Marseilles 
lornia sep oe acey, } ric : . s . ' ;. Nashville 
Thomas M. Lane, Alameda Fr. nels Tt. Scully Waterbury = <- Soeuee. See Seek Prank W a. as Chteens 
mas M. Lane, Alamedz 4 1 . Patera y é . Kreeman, : ‘ 
“ities BR. Klaus. Avon Rehucry Thurston S. Howard, Waterford C. W. Nesbit, St. Petersburg Sidney L. Ulrich, Peoria 
wee i ted pale nerys =. H. Donnelly, West Hartford Frank Joseph, St. Petersburg George Simon Quincy 
William "Meinheit, Berkeley Harold F. Cromack, Unionville Walter Sachse, Winter Park ious E. Swanson, Rockford 
A. M. Fichtenmueller, Danville ‘ John H. Craig, State Fire Marshal, 
John H. Alderson, Los Angeles Delaware Georgia Springfield 
oy, Heringer. Rio Vista Charles H. Honey. Sr.. Bellefonte D. Ww. Brosnan, Albany | Walter B. Hutton, Waukegan 
ove ooper, Rodeo ; Ralph H. Boyer, Dover 7 K. Henderson, Americus Indi 
—_ Lamb. Ex-Chief, Stanford farry A. Helm. Leipsic C. C, Styron, Atlanta ndiana 
Ts we San Francisco . Charles Mergenthaler, Marshallton W. _C. Thompson, Athens Bradley Stinson, Anderson 
Jay W. Stevens, Exec. Secty., I. A. Scott O. Norris. Marshallton D. L. Cliatt, Augusta ; : Joseph Willardo, East Chicago 
- C.. San Francisco. David Cordy, Ex-Chief, Richardson HH.  B. Wells, Camp Gordon F. D., John E. Williams, Elkhart 
Albert J. Sullivan, San Francisco Park Augusta Fred W. Goeglein, Fort Wayne 
Guy F. Spencer, Walnut Creek Harry F. Hasson. Delaware Hard- R. O. Noble, Cordele Joseph J. Scherer, Hammond 
Colorado ware Co., Wilmington Max Wiggins, East Point Clem A. Smith, Ret. State Fire 
William J. Lutz, Ex-Chief, Wil- S- E. Simonton, Griffin Marshal, Chief, Laurence 
J. J. Fitzptarick, Pueblo mington, Dela. Robert L. Bethea, Jr., Louisville Arthur J. Howard, South Bend 
C. W. Nolan, Trinidad George T. Morgan, Wilmington Howard Schaffer. Marietta Ralph C. Dinkel, Vigo Ordnance 
W. T. McKinney, Rome Pit., Terre Haute 
Connecticut District of Columbia 
Morin J. Hayden, Bridgeport John W. Cooper, Army Medical Idaho lowa 
H. J. Monahan, Ex-Chief, Bridgeport Center, Washington A. A. Girard, Pocatello Earl Byers, Belle Plaine 





at the Banquet Held on Thursday Night 


Scene 
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lowa (cont.) W. H. Hill, Belmont Hugh F. Fisher, Lansing William C. Frodsham, Hackensack 
E. G. Kolb, Boone N. Boutelier, Boston Orie A. Hand, Lincoln Park Jonathan F. Cox, Haddonfield 
y G. lk Cedar Rapids — J. Pope. ~~ te es. ———_ ag > Ps Lambert, 5r., Haddo 
3 ° > “pe ee zawrence . Lynch, rockton . A. Emerson, Monroe eights F 
me A Eg Selden R. Allen, Ex-Chief, Brook- E. J. Bandgren, Muskegon A. T. Callahan, Harrison 
Charles L. Slade, Des Moines x . on Cuitens Chris Smith, Ex-Chief, Muskegon Wilbur Talbot, Hyatt Bearing Diy, 
Thomas C. Hickson, Dubuaue John F, Collins, Cambridge_ James L. Mulready, Muskegon Twp., Genl. Motors Corp., Harrison 
Chorlea B. Kuhl. Sic Cit Benjamin F. Rowe, Mass. Fire Re- Mich. Albert Chamberlain, Ex-Chief, Hjy. 
ar Tille . Ww, , ao tOux VIty serve, Charlestown Robert J. McAllister, Plymouth side 
Ray Tiller, aterloo Joseph L. Oliver, Cohasset Calvin Roberts, Levonia Twp., George P. Dorer, Hillside 
” oe amg ge Dalton , , Plymouth James Thompson, Jr., Irvington 
ansas Robert M. Tappin, Gardner *hilip L. Gonier, River Rouge Fred W. Foerster, Ex-Chief, Keans. 
W. B. Livingston, Coffeyville Benjamin L, Chase, Haverhill Frank Bender, Ex-Chief, burg —_ 
W. H. Hazell, Hutchinson Albert W. Kimball, Hingham Saginaw Richard A. Jessen, Ex-Chief. Keans 
W. J. Cawker, Topeka John H. Rohan, Holyoke W. H. Mitchell, St. Joseph burg 
C. W. Brown, Wichita Charles A. Watson, Hopedale C. T. Walldorf, Trenton, Mich William Wandras, Kearny 
o 7 7. a ae Henry Goudy, Wayne Fred H. Fowler, Ex-Chief, Kepor: 
uarles F. Stackpole, Lowe ohn Francisco, Wyandotte osep a dso =x- ~ : 
Kentucky Samuel Daoust, Marlborough ; ; ’ — as oe New ; 
H. E. Mosier, Fort Knox John E. Plante, Medford Nat Alexander, Ex-Chief aure yeor 
John H. Krusenklaus, Louisville John F. Adams, Milford Minnesota Springs ' Baill, ls oa 
James F. Hanna, Milton Louis Turk, Chisholm Wilbur S. Crane, Little Falls Wilha 
Louisiana Lyman G. Brown, Natick C. D. Goldsmith, Duluth Richard D. Quinn, Livingston Thom 
Robert A. Bogan. Baton Roug: Richard M. Salamone, Needham George S. Lockhart, Minneapolis Myron Barbour, Ex-Chief, Long well 
E. G. Smith, Bogalusa John L. Keating, Newton C. R. Chelberg, Rosemount Branch Williz 
B. J. Barrodale, Houma James Hargreaves, North Andover William J. Sudeith, St. Paul Edward M. Miller, Lene Branch Ernes 
L. F. Kihneman, Morgan City et pee, _— ~~ or Oliver B. Presley, Ex-Chief, Long G. L. 
Howard L. Dey, New Orleans Everett ood, Plymouth ‘ ae Branch Willi: 
Irby Gascon, Plaquemine Thomas F. Burke, Pittsfield Mississippi Thomas A. Schneider, Ex-Chiej Clare 
Fernand Privat, Rayne George Mullen, Shrewsbury R. G. Duren, Greenwood Long Branch Liv 
Hanson, Westwego Charles Normandin, American Opti- Sam Bellipanni, McComb Edgar F. West. Long Brancl Charl 
cal Co., Southbridge P. M. Pigford, Meridian Paul F. White, Ex-Chief, Long Samu 
Maine Frederick H. Pye, Stoughton J. F. Hosemann, Vicksburg Branch 
Clifford E. Jacobs. Wakefield Louis Zimmer, Maplewox 
Richard Frates. Bat! : _ Chester L. Donnell. Walpole - Arthur R. oR NMasown tt New 
Cecil L Fullerton, — Chick Rath Fred F. Smith, Murphy General Missouri Harold W. Watson, Merchantville 
greehen, R Jenet a sath path Hospital, Waltham W. H. Gardner, Salvage Patrols, |. D. Hayes, Millburn q 7 
a oo. _—— — eee Theodore De slauriers, Ware Kansas City : : Arthur W. Bilby, Montclair » + 
. sed i William C. McElroy, Watertown John T. Lynch, Kansas ( ity d John J. Cullinan, Morristown - 
Allen F. Payson Camden Thomas H. Slaman, Wellesley Otto W. _ Jordan, Underwriters H. E. Honecker. Mountainside 
Oliver T. Sanborn, Portland ne : Abel." Westwood Patrols, St. Louis eee G. Burnett, Newark New 
a : der enry F. be estwooc ames T. Keeg: salvage Cc 
— — Se , James E. Callahan, Winchester Nebraska = — a Edga 
arry irshall, ° ing vale . : > © = ~ P a 
Ralph E. Gilman, Waterville ner wee ; lg B. S. Meister, Omaha ae c. Sewt, Be -% — Robe 
. : ohn J. yey, Ex-Chief, Newa - 
Maryland Michigan New Hampshire Clemens a. New Brunswick will 
. Arthur C. Jaques, New Brunswick 
James Ripley, Arlington Hall F. D., Ben J. Zahn A. J. Molloy, Nashua Walter Pine. New Market John 
Baltimore : C. A. Crosier, Battle Creek George Cogan, Portsmouth Frank H. Reynolds, North Plainfield ay 
Ye gy es a me ay John .. oe i Battle Creek Twn.. Nes Ae Andrew —— Nutley P< 
d argé » sucess tattle Cree sxeorge J. Gmeiner, Orange 
Ralph E. Collins, Ir Brentwood LaVerne H Stearman. Emmett Charles W. Greenfield, Ex-Chief. Harry A. Robertson, Sr., Pennsaw- Cor 
J. W. Just, College Park Iwp.. Battle Creek DuPont Co., Arlington ken 1 
— . ieeeey. a . L. Trudell, Bay City Henry G. Jorgensen, DuPont Co., Nae F. Campbell, Perth Amboy von 
wuss «: See Sek ase Stanley Herdzik, Dearborn Arlington Janiel Gallagher, Ex-Chie, a 
- : — — ' Ninnian C. Higby, Detroit William S. Taggert, Asbury Park Perth Amboy = 
R. oenicka, Cumberiant Arnold C. Renner, State Fire Mar- Rudolph Farley, Atlantic City Paul P. Adams, Plainfield ss 
Joseph A. Giammatteo, Glen Echo shal, East T.ansnig William E. Dunleavy, Belleville Eugene M. Reardon, Ex-Chiei. Port = 
ed Lt West Logan Hills Fred Pudvan, Ecorse Thomas oy Bloomfield Monmouth Roa 
yattsville Don Dickerson, Eloise G. Hiram Peary, Bogota George P. Beny, Port Norris : 
John H. O’Lexey, rg Norman Pritchard, Ferndale James W. Ronnan, Camp Kilmer C. Gordon Wilson, Red Bank _ 
see i Lovers, Be Tints R. M. Hitchings, Flint Theodore E. Luff, Ex-Chief, Cliff- Roy B. Wright, Ridgefield Park Cha 
——- & a = . Henry Hoebeke, Grand Haven side Park George Riley, Roseland ote 
Spencer J. H. Brown, Sandy apeinat Frank H. Burns, Grand Rapids James F. McGrath, Cliffside Park Ellwood M. Johns, Roselle — 
ee me E. Deffinbaugh, Silver | Chauvin. Grosse Pointe G. A. Preston, Ex-Chief, Closter Warren A. Metzler, Roselle Park Ken 
Spring ‘ George F. Dansbury, Grosse Pointe Carl B. Rudderow. Collingswood Louis J. Porter, Runnemede B ‘ 
Irving WwW, _ Johnson, Ex-Chief, Farms Anton Matovsky, Ex-Chief, Deal Rudolph J. Rauer, Ex-Chief, Strat- A; 
Takoma Park = a Edward L. Rector. Grosse Pointe Harold W. Goeller. Dunellen ford Llow 
Melvin E. McBride, Takoma Park Park - Georme L. Mitchell, Ex-Chief. East teary Rosenblatt. Stratéord Toke 
‘rank S. Durbin, Hazel Park Orange Thomas Murray, Summit WwW 
Massachusetts Andrew Klomparens, Holland George P. Lasher, Edgewater Francis A. amen, Teaneck br 
Daniel B. Tierney, Arlington Harold Crawford, Jackson Patrick J. Keelan, Elizabeth <. V. Ridley, Ex-Chief, Teaneck Abt 
Joseph O. Mowry, Act Chief, C. F. Baker, Ex-Chief, Huntington a lward T. Truslowe, Englewood Thomas J. Phelan, Trenton Cha 
Attleboro Park J. Smith, Fair Lawn Charles J. Friedel, Union City “ 
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Photos by C. E. Goodman \ 
It Took Two Excursion Boats to Carry the Convention Around New York Harbor Ed 
ze Row: Left, Chief Frank McAuliffe, Chicago Fire Patrols; James Gleason, Master Mechanic, Chicago Fire Department, and James Rustic, ADT. Jol 
icago. Center, Fireboats Salute the Visitors. Right, Chief and Mrs. Walter Hutton, Waukegan, Ill. Bottom Row: Left, Chief D. W. Brosnan. q 
Albany, Ga. Center. Chief and Mrs. Rudolph Anderson, Racine, Wis. Right, Some of the Ladies enjoyed a sun bath on the upper deck 
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New Jersey (Cont.) 


George Baumbach, Vineland 
Joseph A. Hertereck, Warren Twp. 
Wilham F. O’Neill, Weehawken 


Thomas P. Klimback, West Cald- 
well 

William Linden. Westfield 

Ernest G. Beckert. West New York 


G. L. Coleman, West Orange 
William Hofmann, West Paterson 
Clarence H. Dougal, Ex-Chief, 
Livingston F. D., Westwood 
Charles L. Ryan, Woodlynne 
Samuel Braen, Wyckoff 


New Mexico 


Theodore A. Rosenwald, 
jase, Albuquerque 


Sandia 


Ira J. Stockwell, Carlsbad 
New York 
Edgar O. Harding. Ex-Chief, Sen- 


nett F. D., Auburn 
Robert A. Jackson, Ex-Chief, Bed- 
ford Hills 


William D. Thomas, Binghamton 
John C. Furst, Brewster 
William F. Conran,  Ex-Chief, 


Amityville F. D., 
Joseph S. Masterson, 
Comm., Buffalo 
John J. Tubridy, Ex-Chief, 
John L. Ward, Buffalo 
Valentine Mendel, Cheektowaga 
James A. Doolittle, Corning 
Frank Royce, Cuba 
Clarence R. Patterson, 
Herkimer 
Joseph Gomez, East Setauket 
Albert W. Yanke, Eggertsville 
Louis J. Mosher, Elmira 
Charles L. Lindres, Farmingdale 
Peter Zarada, Ex-Chief, Franklin 
Square 
Kenneth Lewis, Freeport 

Loonam, Freeport 
Arnold Yongen, Freeport 
Lloyd E. Johnson, Frewsburg 
John H. Teachout, Ex-Chief, Galway 
Walter W. Barnes, Ex-Chief, Gar- 
den City 
Abbott L. Dibblee, Garden City 
Charles B. Nimmich, Garden City 
Thomas J. Taylor, Garden City 
Frank M. Preston, Glens Falls 
Frank E. Tiedeman. Gloversville 
Joseph J. O'Leary, Greenwood Lake 
Clifton B. Nicholas. Hartsdale 
Townsend, Ex-Chief, Harts- 


Brooklyn 
Fire Chief & 


Buffalo 


East 


dale 
William P. Eiser, Hempstead 
Charles Stevens, Hempstead 

» J. Groom, Herkimer 

Louis R. Wakefield, Homer 

Ralph F. Rivers, Hudson Falls 
Sanford J. Getman, Ilion 

Louis H. Du Bois. Naval Ammuni- 
tion Depot, Iona Island 

Raymond Travis. Ithaca 

he Beatty, Ex-Chief, James- 


Rudolnh H. Swanson, Tamestown 
eorge C. Spraker, King Ferry 

Joseph L. Murphy, Kignston 

John P. Quinn, Lackawanna 

Roi B. Woolley, Ex-Chief, 
mont 

George W. Clough, Fire Marshal, 
Nassau County. ineola 

Milton Fischer, Mitchel Field 

Ward V. Decker. Mohawk 

Russell Adams. Moravia 

Thomas P. Brophy, Chief Fire 
Marshal, New York City 

Harold J. Burke, New York City 

Case, Genl. Mer., FIRE EN- 

GINEERING, New York City, 
honorary member 

William A. Espy, Fire Patrol, New 
York City 

Edward J. Kehoe, Fire Marhsal 3rd 
Naval Dist.. New York 

J J McCarthy, Ex-Chief, New 


Larch- 


Delegates Enjoy the Views Around New York Harbor 


Albert F. Ryan, 
New York City 

Fred Shepperd, Engineer-Mear., I. A. 
F. C.. New York City 


Naval Shipyard, 


J. H. O'Neill, Niagara Falls 
Theodore J. E. Berg, North Tarry- 
town 


Bernard N. Rosenblatt, 
North Tarrytown 

Fred F. Knight, North Tonawanda 

Harry V. Wood, Owasco 

John Bracco, Pearl River 

Arthur R. Fawcett, Pelham Manor 

Franklin W. Burke, Port Byron 

James J. Doyle, Potsdam 

Irving D. Merrick. Poughkeepsie 

William Olin, Eastman Kodak 
*ark, Rochester 

J. A. Slattery, Rochester 

William M. Campbell, Rome 

Chester A. Dobbs, Scarsdale 

Charles H. Grothe, General Electric 
Co., Schenectady 

James J. Higgins, 

John Valachovic, 
Schenectady 

William T. Champ, Sherburne 

H. A. Spencer, Sidney 

Henry F. Drake. Stanfordville 

Lloyd E. Goetschius, Suffern 

Stanley Steamer. General Electric 
Co., Syracuse 

Leo R. Barry, Utica 

Joseph T. Dibble, Watertown 

Charles W. Hayes, Fire Marshal, 
Jefferson County, Watertown 

James J. Corbett, Watervliet 

William C. Garvin, Yonkers 


North Carolina 


J. C. Fitzgerald, Asheville 
George A. Brinkley, Fayetteville 

George F. McLaughen, Gastonia 

C. W. Wyrick. Greensboro 

G. W. King, Kings Mountain 

B. V. Ramsaur, Lincolnton 

Vernon Cranston Guthrie, Morehead 
City 

I. M. Warren, Plymouth 

Charles L. Burkett. Salisbury 
L. Croom, Wilmington 


North Dakota 
Fred J. Wells, 


Ohio 


F. C. Vernotzy. Akron 

Edgar — Arcanum 

H. C. Callihan, Cambridge 

Barney J. Houston, Cincinnati 
James E. Granger, Cleveland 

C. W. Ogborn, Columbus 

L. P. Seiler, Cuyahoga Falls 

Joseph A. Kirbv. Dayton 

Charles Bryan, East Liverpool 

E. R. Gauvey, Greenville 

R. M. Clark, Kent 

Charles A. Delaney, Lakewood 

Walter Hydaker, Lima 

Tohn J. O’Doherty, Ex-Chief, Lorain 

Elmer Stough, Lorain 

R. H. Earle, Massillon 

Clarence A. Anderson, 

W. L. Malloy, Salem 

Wilson McLaughlin, Sandusky 

Grover L. Frock, Springfield 

Patrick J. Daly, Toledo 

Elden LaFollette, Trilby 

Tohn L. Kessler, Troy 

Wade Maloy, Wellston 

Von D. Arnold, West Milton 

L. W. Graves, Ex-Chief Rockton. 
Til., Wooster 


Ex-Chief, 


Schenectady 
Carman F. 


Fargo 


Rocky River 


Glen R. Evans, Austintown F. D., 
Youngstown 
M. W. Gifford, Boardman Twp. F. 
oungstown 


Robert Young. Youngstown Sheet & 
ibe Co., Youngstown 

R. T. Messerly, Zanesville 

Oklahoma 

G. R. McAlpine, Oklahoma City 


Oregon 
Edward Grenfell, Portland 


Everett H. Runkle, Former Fire 


Marshal A.A.F.. Portland 


Pennsylvania 


Corliss L. Howard, Athens 

B. A. Doll, Bellefonte 

Chester Seese, Canadensis 

Samuel Vail, Ex-Chief, Carbondale 
Robert Graham, Chalfont 

Thomas E. Aucott, Brookhaven, 


Chester 
C. E. Wood, Ex-Ind. Chief, Chester 
Frank Lord, Clifton Heights 
Robert A. Jones, Cresson 
William McD. Barrett, Downingtown 
Otto W. Johnson, Easton 
L. P. Scully. Erie 
Charles H. House, Flourtown 
Henry J. Gernerd, Fogelsville 
Harry W. Reed, Hanover 
E. Richard Keller. Havertown 
W. J. O’Brien, Kingston 
Russell P. Wentzel, Lansdowne 
A. Russel Aulenbach, Lebanon 
John H. Zimmerman, Ex-Chief, 
Lebanon 
Grant G. Seip, Lehighton 
A. N. Yearick, Lewistown 
Joseph W. Johnston, Ex-Chief, Lin- 


wood 
Raymond A. Runk, Lititz 
Stanley W. Doughty, McKeesport 
Joseph J. Thuer, U. S. Steel Corp.. 
McKees Rocks 
Charles gg —— . 
David W. Galloway, U. S. Govt. 
D., Middletown 


Paul V. Hunsicker, Mont Clare 
J. R. Shenk, Neffsville 

H. S. Ettenger, Newtown 

F. J. Redmond, Norristown 


John Manzinger, North Hills 

A. §S. Stauffer, Palmyra 

William F. Cowden, Ex-Chief, 
adelphia 

John J. Meskill, 
Div., E. I. duPont de 
Co., Philadelphia 

Gilbert Rupp, Naval Supply 
Philadelphia 

Daniel V. Ryan, Publicker Indus- 
tries, Philadelphia 


Phil- 


Graselli Chem. 
Nemours 


Depot. 


Joseph M. Transue, Philco Corp., 
Philadelphia 
James H. Dunn, Jr.. Phoenixville 


Fred C. Mehringer, Cherry City Vol. 


Fire Co., Shaler Twp., Pittsburgh 

Frank Castner, Pittston 

T. L. Emery, Pomeroy 

Raymond E. Struck, Ex-Chief, Qua- 
kertown 

Ledan R. Conkling, Ind. Chief, 
Reading 

Lester E. Whitman. Rexmont 

Stuart W. Speer, Ridgeway 

Hyland, Lehigh Valley 


William H. 
R. R., Sayre 

Harry es Zeller, Sayre 

William Dierolf. Shavertown 
J. P. Palmer, Susquehanna 
Peter J. McGurk, Swissvale 


Leonard Roberts, Trevose 
o R. Keefer, Tyrone 
H. Raffle, Sr., Uniontown 
Fred S. Ball, Ex-Chief, Upper 
Darby 


Upper Darby 

Clark, Ex-Chief, Wayne 

Edwin J. Clark, Wayne 

Paul E. Martin. West Mifflin Boro. 

R. A. Wisner, West View 

Tohn B. Andrucik, Ex-Chief, 
lau. Wilkes-Barre 

L. Ellis Wagner, York 


Thomas J. Patton, 
Charles E. 


Bres- 


Rhode Island 

Michael Fogarty, Allentown 
Frank J. Callahan, Central Falls 
John A. Laughlin, East Providence 
Harry L. Thomas, Kingston 
William T. Connclley, Pawtucket 
Thomas H. Cotter, Providence 
Arthur H. Woolhouse, Norwood 
Tohn A. Savage, Valley Falls 
Charles C. Murphy, Warwick 
A. J. Cote, Woonsocket 





Photos by W. J. Scott 


South Carolina 


Norman G. Olsen, Charleston 
Landon M. Louthian, Naval Base, 
Charleston 

A. McC. Marsh, Columbia 

K. C. Billings, Lancaster 

W. O. Blackwell, Spartanburg 

Tennessee 

C. M. Johnson, Knoxville 

J. W. Hughey. Ind. Chief, Oak 
Ridge 

Troy O. Richardson, Oak Ridge 

Texas 

R. W. Joyner. Hon. Life Member, 
Dallas 

} 4 . Boone. El Paso 

Cc. L. Ligon, Ft. Worth 

Neal L. Shields, Harriman 

Roy B. Whittlesey, Houston 

D. P. Rachal, Port Arthur 


C. A. Hart. San Antonio 
William B. Stallings, Texas City 
Henry Ginn. Tvler 
Utah 

Elmer S. Laurence, 


» C. Canning, 
— W. Clay. 


Logan 
Midvale 
Salt Lake Co., Mur- 


lame J. Hakis, Ordnance Pit., Salt 
Lake City 

Vermont 

Donald J. Kelley, Ex-Chief, Burling- 
ton 

Earl C. Burt, Ex-Chief, Enosburg 
Falls 

James R. McDonald, Ex-Chief, 
Montpelier 

A. H. Koltonski, Rutland 

Frank Hoyt, South Shaftsbury 

Miland H. Jordan, Springfield 

Virginia 

James M. Duncan, Jr., Alexandria 


Hubert Swain, Fentress 

David M. Burrier, Fort Belvoir 

Clarence Curling, Gray 
Joseph E. Lockwood, a 
Amphibious Base, Little Creek 

K. Evans, Lynchburg 

Powers, Newport News 

Earley, Tanners Creek F. 


Norfolk 


John B. Gibson, 
Tl. Petersburg 


N. Farmer, 


Albert G. Mittelmaier, Phoebus 
L. B. Boynton, Portsmouth 
D. S. Keay, Portsmouth 


G. A. Mutter, Portsmouth 

W. E. Sykes. Norfolk Naval Ship- 
yard, Portsmouth 

W. B. Sykes, Portsmouth 

John F. Finnegan, Richmond 

W. M. Mullins, Roanoke 

W. L. Nicholas, South Norfolk 


Washington 


Ole Johnson, Ex-Chief, Enumclaw 
Clarence Dullahant, Ex-Chief, Ren- 


ton 
William Fitzgerald, Seattle 
West Virginia 
J. J. Martin, 
Ralph F. 
mont 


Clarksburg 
Doolittle, Ex-Chief, Fair- 


Wisconsin 

BE. A. Greunke, Appleton 

Elmer H. Fairbert, Beloit 

Tulius Seiy, Cudahy 

George C. Hanson, La Crosse 

J. W. Pfeifer, Ind. Chief. Milwaukee 

Peter Steinkellner, Ex-Chief, Mil- 
waukee 

Edward E. Wischer, Milwaukee 

Leo J. Girens, Oshkosh 

Rod A. Porter, Portage 

Rudolph E. Anderson, Racine 

August Sokoll, Sheboygan 

Raymond Gee, South Milwaukee 

Charles F. Barnekow, Wauwatosa 

H. C. Nelson. West Allis 

August C. Milfer, Wisconsin Rapids 
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Canada Francis O. Spaine, Asst. Chief Ret., A. F. Casse, Bi-Lateral Fire Hose James R. Shea, Amert.-La-France- 
Carte s A. Cunningham, St. John, New Haven Co., Indianapolis Foamite Corp., South Hadley 
B Orville A. Sawyer, Lieut., Old Frank L. Orr, Indiana Fire Chiefs David G. Deane, Buffalo Fire Ap- 
Ww nil um Murdoch, Hamilton, Ont Greenwich Assn., Terre Haute pliance Co., Springfield 
H. Walton. New Toronto, Ont H. Y. Ensign, The Seagrave Corp., Fred W. Graham, Dep. Chief, 
W. L. Andrews, Sudbury, Ont. Old Saybrook lowa Stoughton 
William Stanley, Timmins, Ont. Edward Gilman, Jr., Bar-Way Mfg. O. L. Brown, Eureka Fire Hose John J. Devaney, Capt., Watertown 
A. D. Des Roches, Toronto, Ont. Co., Stamford Div.. U. S. Rubber Co.. Des Clarence Farrar, Woodville 
Peter . rd, Toronto, Ont Edmund T. Duffy. Capt., Westport Moines Russell A. Bird, Rockwood Sprink- 
T ott, Provincial Fire Mar- D. G, Follett, Des Moines ler Co., Worcester 

shal, T ywronto, Ont. District of Columbia Philip W. Bliss, Worcester 
George Sinclair, Ex-Chief, Toronto, John McBrown. Dep. Chief, St. Kansas eee? ; James J. Ryan, Rockwood Sprinkler 

Ont Elizabeth Hosp.. Washington Ray Rundenberger, Eureka Fire Co. Worcester ; 
Angus Mickie, Lachine, Ou O. J. Emory, Head, Fire Prot., U. Hose Div., U. S. Rubber Co.. N. D. Sherwood, Rockwood Sprink- 
Pierre E. Hurtubise, Montreal, Que. S. Navy, Washington Hutchinson ler Co., Worcester 
R. E. Pare, Montreal, Que O. E. Fearn, Dep. Chief, Washing- - 
J. N. Pryce, Montreal, Que. ton Louisiana Michigan 
R. Beaulieu, Quebec, Que Herbert A. Friede, Supt. of Com- John Boutall, New Orleans . Barton, Amer. Marsh Pumps, 
William Charles Cobb, Westmount munications, Washington John C. Roth, New Orleans be ’ Battle Creek 

Ouc ; . T. L. Landford, Washington Mai H. A. Bentley, Amer. Marsh 
Thomas George Lennon, Saskatoon, John P. Redmond, LA.F.F., Wash- apucend G. M: *hief Pumps, Inc., Battle Creek 

Sask Laatedn Raymond G,. Manning, Asst. Chief, John Coffey, Amer. Appar. Co. 


George J. Richardson, LA.F.F., ,,Camden Battle Creek 


Canal Zone . Washington i = Lm Gilman, Asst. Chief, William S. Allison, Chief of Train- 
A. O. Meyer, Ball Raymond C. Roberts, Dep. Chief, Urb — V Stedm Waterville ing, Detroit 
Washington Allg sr TP : Grace C. Clark, Circul Air Corp., 
Iceland W ~ am we ; Ro - pr Ex- Asst. Detroit 
Jon Sigurdson, Reykjavik Florida Chier, Westoroux Floyd Dumas, Capt. Parke Davis & 
C. V. Doolittle, Jacksonville Co., Detroit 
Newfoundland J. H. Ocetjens, Supt. Machinery, Maryland . Joseph W. Erickson, Batt. Chief, 
Eugene Ricker, U. S. Naval Op Tacksonville Harry D. Householder, Baltimore ” Detroit 
erating Base, Argenti George W. Sutton, Jacksonville - slie - — = A. J. Gilleo, Detroit 
- W. Ray Willis, Amer.-LaFrance ‘ sty c \: old. C “~~ Ect A. W.. Henrion, Chief of Appar., 
Nova Scotia Foamite Corp., Jacksonville “ee Arnold, Capt., Glen Echo Detroit 
F. C. MacGillivray. Halifax F. Albert Clautice, Capt., Pikesville C TP. McGraw. Circe Air Corp. 
B. R. Wade, Kentvill : =e. 
— J i Eaves Amer.-LaFrance- Massachusetts : W. A. Riedel, Amer. Dist. Tele- 
Philippine Islands "Foamite Corp.. Atlanta _ S. Robinson, Bedford graph Co., Detroit 
Cipriano Cruz, Manil G. E. Kohn, Fulton Jag & Cotton Paul H. Roper, Capt ° Billerica W. Schmitt, Detroit 
een Mills. Atlanta = Alger, Seagrave Corp., a ——" ee. Fire Prev., 
uerto ico N N ~ Amer.-LaFrance- _ Boston - ‘isher Body Co., troit 
Raul Gandara. Santurce Wie —— a LaFrance  f A. pales, Liew a. ~ Edward Swink, Comm., Grosse 
- EM gg) Pomme ’ercy ugbee, N.F.P.A., oston Pointe Park 
are Rot Ss hol a ee — = Burrell, Boston Sparks R. G. Pulver, John Bean Mfg. Co., 
xe ohrstrom, Stockholm Assn., oston Lansing 
Illinois : Robert G. Cameron, Amer. Fighters, Joseph F. Cihak, Jr., Fire Comm., 
. R. D. Baird, Bi-Lateral Fire Hose Inc., Boston , Muskegan Twp.. Mich. 
Associate Members Co., Chicago ; y Benjamin M. Ellis, Boston - J. W. Welch, Wyandotte 
Martin J. Carlson, Fire Insp., Milw. Charles L. Gravelle, Amer. Fire 
Alabama R. R., Chicago f Equip. Co., Boston a" Minnesota 
P. B. Applewhite, Birmingham Charles: — Maa — Y. Kimball, Firemen, Harold F. Lundberg, Minneapolis 
* S Ratliff, Asst. Chief, Birming- Fred Fischl, Bi-Lateral Fire Hose Gordon Litchfield, Amer. -LaFrance- ig Karn, Fire Dispatcher, 
M. Ayers, Act. Asst. Chief, Bir- ©» Chicago . ,Foamite Corp.. Boston 
et a ; or a James Flynn, Potter Mfg. Co., Chi- ae ag 2. he aay ae Mississi 
. cago ustin A, McUarthy, oston . _. * 
Ariz Tames Gleason, Chicago F. Edward McEntire, Boston C. H. Whitaker, Fire Dept. Instr., 
A - a oes Clarence Goldsmith, N.B.F.U., Chi- Frank J. Scott, Asst. Chief, U. S. State of Miss., Jackson 
‘. =a . ao a cago Army Base. Boston 7 . 
Foamite Corp., Phoenix Rev. William Gorman, Chicago John F. Scully, Amer. Fire Equip, Missouri 
i George R. Hurd. Supt. of Fire ie ioe Glenn T. Scott, Amer.-La-France- 
aa , ; —e Prev., Ill. Central R. R. Co., Chi- Clifford T. J._Sennott, Ward La- Foamite Corp., Kansas City 
3 a, Ao era ire eae France Co.. Boston Francis Wornall, Director of Fire, 
K oy ae :> ie . Tele. C William Hamilton, Chicago A. W. Sullivan, Amer. Dist. Tele- Kansas City 
— een Amer, L1st, Lele. £O.. Touis A. Lehr, The Seagrave Co., graph Co.. Boston John D. Pollock, Eureka Fire Hose 
dg gaa . » Chicago F. T. Wallin, Iron Lung Co., of Div., U. S. Rubber Co., N. Kan- 
Willard P. James, Capt., San Fran- we Meo Mad Denk Ca. ‘Ameee. Boston sas City 
Thon “ T Kedha Asst Chief Chicago Ross Webster, Boston George B. Beaumont, St. Louis 
Gan Francie SSE Mitel: OR. W. Neville, Cardox Corp., Chi- Joseph L. Murphy, Justin A. Me- ae ge mg — Te 
é 4 . cago Carthy Co., Bridgewater . nornton mer s ele- 
_— F. Murray, Batt. Chief, San Walter O'Neill, Amer.-LaFrance- Anthony S. Valante, J. H. Emer- graph Co., _ St. Louis ; 
waeeS Foamite Corp., Chicago son Co., Cambridge Harry W. Voigt, St. Louis 
—_ Elmer Reske, Chicago Ove M. Dreikorn, Fire Comm.. 
Connecticu James Rustic, Amer. Dist. Tele. Co.. lolyoke New Jersey 
Russ Glenn, The Gamewell Co., Chicago Donald T. Pring, Lexihgton Harry Jennings, Arlington 
Bridgeport ’ Frank F. Stover, The Gamewell Co.. Emmons E. Douglass, Medford Russ Latimer, Supt. Fire Prot., Du- 
Edgar A Oem. Peter Pirsch & Chicago Richard L. Obeb, Medford Pont Co., Arlington 
Sons Co., Bridgeport E. C. Watson, Amer.-LaFrance- George H. Pettengill, Milton William F. Garrity, Dep. Chief, 
Mrs. Edna N. Meaney, Bi-Lateral Foamite Corp., Chicago Leo C. Brady, Needham Heights Bayonne . . 
Fire Hose Co.., Greenwich _ Simon Kellerman, Jr., Ill. Firemen’s Alfred Mack, Sr.. Alpurlite, Need- W. E. Rossnagel, Belleville 
Weber = Peck, Fire Comm., Assn., Edwardsville ham Hts. L. C. Cotton, The Seagrave Corp., 
ireenwich Father J. F. Coleman, Fox Lake Milton C. Andrews, Dep. Chief, New Belmar 
George C. Conklin, O. B. Maxwell L. H. Provine, Cons., N.B.F.U., Bedford E. S. Spinning, Fire Comm., Ber- 
— a a Os e Urbana en McCarthy, The Gamewell nardsville 
on M. Sperry, Mac otor Co., ‘o.. Newton Joseph Vv. Russoman, Comm., 
Hamden - i Indiana Chester W. Miles, The Gamewell Bloom field 
fe J. Allen, N. B. F. U., Hart- R. V. Voelkert, Elkhart Brass Co.. Co., Newton E. L. Sweet, Amer.-La-France- 
ord : Elkhart Edgar E. Eaton, Quincy Foamite Corp., Bloomfield 
r. Karl B Bretzfelder, Surgeon, G M. Wintringham, Elkhart Brass Robert Fenby, Dep. Chief, Quincy Charles A. Wiihoft, Bloomfield 
Police Dept... New Haven Co., Elkhart Thomas Gorman, Dep. Chief, Quincy Frank X. Griesser, Bogota 





Snapped at the New York Conference of the |. A. F. C. Photos by W. J. Scott 
Left: Chief and Mrs. A. O. Meyer, Balboa, C. Z.; Thomas W. Ryan, Dir., Div. of Safety of N. Y. State, Albany, N. Y., and John S. Masterson. 
Commissioner and Chief, Buffalo, N. Y. Center: Chief and Mrs. Seldon R. Allen pay attention to the speakers at the banquet. Right: Wisconsin 
Chiefs waiting for mess call on the banquet night. 








NG 


1ce- 
Ap- 
lief, 
own 


nk- 


kler 


Ips, 


n, 
in 





for SEPTEMBER, 1947 


New Jersey (Cont.) 


WwW. Earle Doan, Camden 
Henry C. Shutte, Fire Comm., 
Arbor, Dunellen 


Ernest N. Day, N. J. Fire Equip. 
Co., Dunellen 
Arthur M. Elder, N. J. Fire Equip. 
Co.. Dunellen 

Roy Engel, Comm., Elizabeth 
Anthony S. Zolkowski, Finderne 


George H. Symington, Capt., Fort 
Lee 

George Egan, Hackensack 

B. H. Sofge, Amer, Dist. Telegraph 
Co., Hackensack 

H. Y. Griffith, Asst. Chief, Haddon- 
field 

Charles E. Deemer, Asst. Chief, 
Haddon Heights 

Arthur W. Phillips, Harrison 
Frank C. Vernon, Asst. Chief. Haw- 
thorne 


Arthur Stiegelman, N.B.F.U., Hill- 
side 

Benedict J. Stevens, Jersey City 
Vernon E. Ralph, Asst. Chief, Key- 
port 

Richard Cubby, 
J. Roberts Baleman, 
Mauricetown 
Annette M. Trimble, Neptune City 
Robert M. Cadman, Newark 

John B. Keenan, Comm.-Dir. Pub- 
lic Safety, Newark 
Raymond Kurbyweit, Batt. 
Newark 

Maynard A. Laswell, C-O-Two Fire 
Equip. Co.. Newark 

John P. Maloney, Pyrene Mig. Co., 
Newar 


E. M. 


Little Falls 


Asst. Chief, 


Chief, 


McCool, Mine Safety Appli- 
ances Co.. Newark 
Lawrence S. McCoy, 
ahs Co., Trenton 
R. Mitchell, Portable Light Co., 


Security Fire 


— ark 
W. H. Strohm, Mine Safety Appli- 
ances Co., Newark 


John P. Weeks. Dep. Chief, Newark 
Charles J. Wilderothe, Comm., New- 


ark 
William N. Schwartz, Lieut., Ocean 


Grove 
Chief, Old 


Joseph W. 
Tappen 
Willis D. Robbins, Jr., N. J. State 
Firemen’s Assn., Port Norris 
Elmer Hesse, Thomas Williams Co.. 
Red Bank 


Tuttle, Asst. 


William H. Stephenson, Stephenson 
Corp., Red Bank 

George 4 Scherff, N.B.F.U.., 
Scotch Plains 

K. B. Ridley, Teaneck 

Frank J. Apgar, Capt., Trenton 
Edwin S. Fisher, Fire Alarm Dis- 
patcher, Trenton 


New Mexico 
A. C. Abbott, Asst. 


Alamos 


Chief, Los 


New York 


Paul A. Mooney, Albany 

Denis V. Abrahams, Bronx 

Cyrus A. Curtis, Brooklyn 

Sylvan David Denowitch, Brooklyn 

Thomas W. W. Ryan, Dir., Div. 
Safety N. Y. State, Albany 

Carl Hitchcock, Buffalo 


George A. Leo, Buffalo 

W. G. Loney, Hewitt Rubber Co., 
Buffalo 

T. A. Mifler, Buffalo Fire Appli- 


ance Co., Buffalo 

Charles Gurka, Cohoes 

Joseph F. Connor, Elmhurst 

G. J. Halpin, Amer.-LaFrance- 
Foamite Corp., Elmira 


. J. Lawless, Elmira 
Hubert Walker, Amer.-LaFrance- 
Foamite Corp., Elmira 
James T. Lawton, Asst. Chief, 
Fleming 
George A. MattHews, Asst. Chief, 


Hempstead 


Arthur Riter, Asst. Chief, Homer 


Charles R. Bowman, Jr., Jackson 
Heights 
Harry S. Morgan, Fire Marshal, 


Johnson City 


W. G. Eckman, Scott Aviation 
Corp., Lancaster 
Earle M. Scott. Scott Aviation 
Corp., Lancaster 
C. Engels, Amer-LaFrance- 


Foamite Corp., Larchmont 
Clarence E. Meek, Mack Trucks, 
Larchmont 

E. Sprague, Asst. Chief, Liberty 
Edgar M. Steinhardt. Lawrence 


W. B. Marx, Asst. Chief, Middle- 
town 
James C. Rogers, Dep. Chief, 


Mineola 


Vv. —= Hess, Moravia ; 
5. Hopkins, Asst. Chief, Moravia 

Fad C. Hopkins, Dep. Chief, Nas- 
sau County 


Howard E. Johnson, Newburgh 

P. D. Pierce, Mack Trucks, New- 
burgh 

Charles E. Adams, Jr., N.B.F.U., 
New York 

Daniel G. Amend, New York 

G. C. Anderson, N.B.F.U.. New 


York . 
Harry Archer, Dep. Comm., New 
Zaer, New York 


ork 
William B. 
F. Mack Trucks, 


W. Be ardsle e. 
New York 
Thomas H. 


Beeson, N.B.F.U.. New 


or 
Theodore J. 


Beliakoff, Batt. Chief, 

New York 

Mathew M. Braidech, N.B.F.U., 
New York 

Thomas M. Briody, Batt. Chief, 
New York 

Richard Burke, Dep. Chief, New 
ork 

Richard T. Byrnes, New York 

Kenneth J. Carl, N.B.F.U., New 


ork 
William S. Cashman, Asst. 
Fire Patrols, New York 
H. G. Cavanagh, Amer. Dist. Tele- 
graph Co., New York 


Chief, 


Merris Chuven, New York 
James Collins, New York 
Barney Colville, New York 


William Jerome Daly, New York 

Robert C. Dennett, N.B.F.U., New 
York 

John Donovan, New York 

Christ Doose, Amer. Dist. 
Co., New York 

Carl Dreesen, Batt. 
New York 

Albert Dreyfous, New York 

Henry Eberle, Capt., New York 

F. W. Einstein, New York 

Joseph A. Farren, New York 

T. Alfred Fleming, N.B.F.U., New 


York 
Robert G. Franke, N.B.F.U., New 


Telegraph 


Chief (Ret.) 


Z 


ork 

G. G. Furman, New York 

Jan B. Gjerding, N.B.F.U., New 
Yor 


Joseph H. Green, Eureka Fire Hose 
Div., U. S. Rubber Co... New York 

Morton Greenbaum, New a. 

Hugh A. Halligan, Dep. Chief, New 


York 
John W. Hart, 


New York 
George F. Hoag, N. Y. Fire Ins. 
Rating Org., New York 
R. M. Homer, Natl. Foam System, 
New York 


A. C. Hutson, N.B.F.U., New York 

Raymond K. Hyde, Amer. Dist. 
Telegraph Co., New York 

James E. Jagger, New York 

W. H. Johnson, Amer.-LaFrance- 
Foamite Corp., New York 

Willard H. Johnson, N.B.F.U., New 
York 

— G. 
York 

“— —n B. Kay, Batt. Chief, New 


J. H. Krallman, New York 
George Kuss, Woodhouse Mfg. Co., 


Kaiser, Batt. Chief, New 


New York 
Calvin G. Lauber, N.B.F.U.. New 
York 
Edwin T. Lawrence, Capt., New 
York 


Richard M. Lehman, Dicta. Fire 
Alarm, New York 

Jack J. Lerch, New York 

Henry Loghman, New York 

Henry H. Lussen, New York 

Myron MacLeod, “American City,” 
New York 

Homer E. Martin, New York 

William W. McAllister, Batt. Chief, 
New York 

R. E. McIntyre, New York 

Patrick J. McLaughlin, New York 

Hugh N. McNair, Carbide and 
Chemical Corp., New York 

George Mead, New York 

Alfred P. Mendy, Lt., New York 

George M. Morley, New York 

Gordon R. Mullins. New York 

— P. Muto, Dep. Chief, New 
Tork 

Arthur Myers, Atlas Safety Equip. 
Co.. New York 

Ralph B. Ness, Batt. 
York 

Robert E. Oberfelder, New York 

B. A. Pepperman, Seagrave Corp., 
New York 

P. H. Potts, 

William §. 
patcher, 


Chief, New 


New York 
Riordan, 
New York 


Chief Dis- 


T. S. Ritter, Amer. 
New York 
George J. Robinson, 


Marsh Pumps, 


N.B.F.U., New 


York 

Herman P. Ruthenberg, N.B.F.U., 
New York 

William Schmitt, Mack Trucks, 
New York 


Albert Schuman, New York 
Harold J. Segrave, Mine Safety Ap- 
pliances Co., New York 


A. H. Selleck, N.B.F.U., New York 


Walter G. Sheard, N. B. F.U., New 
York 

Irvin Shulsinger, Intl. Mun. Signal 
Assn., New York 

A. H. Smith, New York 

Sigurd A. Sollie, Dictaphone Corp., 
New York 


John M. Spader, New York 
Richard B. Spencer, N.B.F.U., New 


York 
New York 


T. G. Stillman, 
Charles J. Stressler, Capt., New 


York 

George L. Swan, N.B.F.U.. New 
York 

William H. Taubert, Dep. Chief, 
New York 


Reuben Timmins, Lt., New York 

George G. Traver, N.B.F.U., New 
York 

— J. Turner, Batt. Chief, New 
Yo 

John 0. Veit, C. G. 
New Yor 

John O. Veit, Tr., C. G. Braxmar 
Co., New York 

B. E. Wells, Batt. Chief, New York 

Cliff Whitver, Federal Elec, Co.. 
New York 


Braxmar Co., 


E. T. Crofoot, Dist. Chief, Owasco 

ae Cushman, Asst. Chief, Owas- 

William J. Herman, Capt., Pearl 
iver 

F. J. Gordon, Asst. Chief, Port 
Jervis 

H. Smith, Asst. Chief, Potsdam 

Martin E. Sullivan, Asst. Chief, 
Potsdam 

Thomas H. Coates, Dep. Chief, 


Rochester 

William E. J. O’Leary, Dep. Chief, 
Rochester 

Tom McCarthy, Rochester 

Louis E. Vogt, Dep. Chief, Roches- 
ter 

Howard Geer, Capt., 

=" J. Brown, s, ” Chief, Sid- 


Carl. A. Hennicke, Southampton 

Frank C. Burke, Syracuse 

Paul W. Coombs, Capt., Syracuse 

Robert E. Morgan, Davy Automatic 
Fire Escape Co., Syracuse 

Thomas M. Burton, D. B. Smith 
Co., Utica 

John F. Buttemer, Dep. Chief, Utica 

Frank A. Emden, Dep. Chief, Utica 

Rev. Joseph M. Kowalczyk, Chap- 
lain, Utica 

A. Edward Rothenberg, Dep. Chief, 


tica 

Wallace C. Stroup, Dep. Chief, Utica 

Arthur forzheimer, Capt., 
Woodmere 

Patrick O’Hara, Safety Direc., Yon- 
kers 

Maurice V. Powers, Asst. Chief, 
Yonkers 

William F. Ryan, Yonkers 

N 


orth Carolina 
L. I. Hall, Firemen’s Safti-Shield 


Co., Asheville 


M. W. Mamlin, Firemen’s Safti- 
Shield Co.. Asheville 

Jerry Silverman, Silverman Co., 
Asheville 


Kenlon Brockwell, Mack Trucks, 
Charlotte 

A. L. Brinson, Asst. Chief, Cherry 
Point 

J. A. Smith, Cherry Point 

John W. Barnes, Manhattan Fire 
Hose Corp., Fayetteville 

F. G. Garrard, Asst. Chief, Greens- 
boro 

G. G. Griggs, Asst. Chief, 
Mountain 

A. B. Lloyd, Act. Chief, Raleigh 


O. C. Wipper, Bi-Lateral Fire Hose 
Co., Raleigh 


Ohio 
George J. Fischer, 
kron 


Kings 


F. B. Goodrich 


Tom Flynn, Eureka Fire Hose Div.., 
U. S. Rubber Co., Cincinnati 

R. N. Smith, Ahrens-Fox Fire En- 
gine Co., Cincinnati 

Emmet H. Byrne Batt. Chief, 
Cleveland 

William Ferrie, Batt. Chief, Cleve- 
land 
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William F. Smith, Safety Dir., 
Clevelan 

Lester Stevenson, Seagrave Corp., 
Columbus 

Vincent MacCarthy, R. D. Wood 
Co., Lakewood 

Harold Perrine, Owens Corning 
Fiberglass Co., Toledo 

John P. Read, Owens Corning 
Fiberglass Co., Toledo 


T. C. Schellin, Wooster Brass Co., 


Wooster 

H. Louis Stettler, Jr., Akron Brass 
Mfg. Co., Wooster 

Oklahoma 

William M. Bruce, Fire Marshal, 


Oklahoma City 


Pennsylvania 

H. B. Wagner. Asst. Chief, Anneile 

Robert J. Gerhart, Asst, ief, 
Chambersburg 

George B. Frymoyer, Coatesville 

Fred Kutzer, Capt., Croyden 

William H._ Backenstose, Asst. 
Chief, Downington 

Carl Kocher, Asst. Chief, Fogelsville 

Edgar A. Spotz, Adv., Fire Service 
Train, Harrisburg 

William T. Schellhammer, Jr., Asst. 
Chief, Havertown 


Robert Ware, Eureka Fire Hose 
Div., U. S. Rubber Co., Haver- 
town 


Lancaster 
New Castle 
Mack Mfg. Co., 


Frank Deen, Asst. Chief, 
L. W. Campbell, X 
Allen D. Wunder, 


Northampton 
Harry T. Buchanan, Capt., Phila- 
delphia 
J. W. Caldwell, Insp., Pa. R. R., 
Philadelphia 
Francis E. Carre, Lieut., Philadel- 
phia 
J. B. Davies, Mine Safety Appli- 
ances Co., Pittsburgh 
Art Espey, Cardox Corp., Philadel- 


Hunter, Philadelphia 
Philadel- 


McNamara, Philadelphia 


Eureka Fire Hose 
hm .. U. S. Rubber Co., Philadel- 
ph ia 


P. H. Penman, Quaker Rubber Corp., 
Philadelphia 

Frank A. Rowe, Ex-Batt. Chief, 
Philadelphia 

M. E. Sweeney, Philadelphia 

Lee Weckerly, Philadelphia 

Frank J. Young, Capt., Philadelphia 

Harry Spieth, Valley Forge Gen. 
Hospital, Phoenixville 

R. A. Cornwall, Welders Service Co., 
Pittsburgh 

Evans, 

Foamite Corp., 

George L. Seth, Mine Safety Appli- 
ances Corp., Pittsburgh 

Robert Roth, Asst. Chief, Pottstown 

Peter J. Rosar, Scranton 


phia 
Morgan P. 
John G. Lambert, Capt., 
phia 
James V. 
H. O. Meier, 


Amer.-LaFrance- 
Pittsburgh 


Donald L. Roberts, Asst. Chief, 
Trevose 

Charles J. Clark, Ex-Asst. Chief, 
Wayne 

Rhode Island 


W. E. Sholander, Cranston 

W. B. Clayton, Dep. Chief, Naval 
Training Station, Newport 7 

Frank K. Spencer, Dep. Chief, North 
Scituate 

Harry McElroy, Dep. Chief, Provi- 


dence 
John P. McLaughlin, Dep. Dir. of 
Train., Providence 


A. P. Palmer, Fire Marshal, Woon- 
socket 


Carolina 
Thomas O. Stewart, 
Corp., Newberry 


The Seagrave 


Tennessee 


S. H. Clifton, Knoxville 
Dan Corcoran, Capt., Knoxville 


Charles G. Knight, Mech, Oper., 
Knoxville 
A. R. Wright, Capt., Knoxville 


Gordon B. Holloway, Amer. Fire 
Appar. Co., Memphis 

Dr. R. B. McCormick, Memphis 

Paul G. Morrissey, F. D. Physician, 
Nashville 

me K. Vaughan, Batt. Chief, Nash- 
ville 

Ralph W. McMagan, Asst. Chief, 
Oak Ridge 


Texas 


A. B. Busbey, Amer.-LaFrance- 
Foamite Corp., Dallas 
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Texas (Cont.) r. L. Sharp, Master Mechanic, Rich Allen R. Marshall, Powhatan Brass —- Smith, Dist. Chief, Toronto, 
John T. Hanway. Bi-Lateral Fire mond e* Iron Wks., Ranson 
Hose Co., Dallas Charles E. Baker, Ahrens-Fox Fire >. Reininger, Powhatan Brass H +s Weed, Pyrene Mfg. Co. Can- 
R. G. Joyner, Eureka Fire Hose Div.. Eng. Co., Roanoke . Iron Wks.. Ranson ada, Toronto, Ont. 
U. S. Rubber Co., Dallas Francis S. Brigham, Oren Roanoke Dr. Frank N. Carroll, Civil Service G. Elliott, New Toronto, Ont. 
( R. Raynes, The Seagrave Co., Corp., Roanoke Comm., Wheeling C. C. Rollins, Bickle-Seagrave, Ltd., 
Dallas Robert W. French, Fire Dept. Pho Wisconsin Woodstock, Ont. 
Robert H. Ferris, Fire Inspec., Kelly tographer, Petersburg C. E, Goodman, Peter Pirsch & Sons Paul Lefebvre, Dep. Fire Comm., 
Field, San Antonio Robert F. Snow, Phoebus Co., Kenosha Quebec, Que. 
Virstate wr messy - yan. Chief, Bur. of 
irg ing ton ‘ire Prev. & Prot., Milwaukee Canal Zone 
R. E. Booth, Supt. Fire Alarm C. P. Burger, First Asst. Chief. Frank J. Lukitsch, Milwaukee A oon Capt., Cristobal 
Lynchburg Spokane Norman F. Van Gorp, Bi-Lateral ~*~" a 
Frank M. Branigan, Fire Marshal, Fire Hose Co., Milwaukee 
USN, Norfolk West Virginia Philippines 
B. E. Lingo, Dep. Chief, Norfolk V. W. Bush, Powhatan Brass & Iron George E. Fox, LaFrance-Foamite, D. M. Yap, Tech. Aid to Fire Chiei, 
William Woolard, Lieut., Norfolk Wks., Ranson Toronto, Ont. Manila 


CALIFORNIA BRUSH FIRE HAZARD 
WORST IN TWENTY YEARS 


Precautions Being Taken to Meet Extreme 
Conditions Now Being Encountered 


By Bob Greenock 


W ue the midwest and _ other 


mal and that “the worst is yet to come.” 


parts of the United States scraped off Hannum, who together with Yockers 
the mud left by devastating floods or and Edgar E. Lampton, state director 
prepared to meet the ravages of new of motor vehicles, was appointed to the 
ones caused by heavy, unseasonable’ special fire prevention committee, re- 
rains, California's Governor Earl War-_ ported to the governor on July 1 that 
ren appointed a special committee to “extreme fire weather conditions” from 


conduct an intensified fire prevention June 19 through the 24th had resulted 
campaign to make the public conscious’ in 324 fires in state forestry protected 
of the dangers of what may be the areas during the six-day period alone. 
state’s worst outdoor fire season in Marshal Yockers pointed up the dan- 
twenty years gers confronting the state’s watersheds, 

The action followed reports from forests and grazing lands with figures 
California Fire Marshal Joseph Yockers showing the lack of rainfall during the 
and Warren T. Hannum, director of past season and by asserting the fire 
natural resources in the state, that the suppression services were handicapped 
number of fires already was above nor- by a lack of manpower. 


' 





Firemen Wet Down Burning Hillsides in the Chatsworth Area of Los Angeles County as High 
Winds Fanned the Flames Over 2,000 Acres of Verdugo Hills on July 3. Fire Companies of 
Three Counties Fought to Control the Blaze, Which Destroyed 50 Homes and Made 200 People 
Homeless. Blaze Is Believed to Have Started from Cigarettes Discarded by Careless Hunters. 


Few points in the state received nor- 
mal rainfall this year. In the Bay Area, 
for example, San F rancisco had 15 inch- 


es of rain for the season while the nor- | 


mal fall is a little over 22 inches. Some 
points in the rich San Joaquin Valley 
which normally receive seven to twelve 
inches annually were anywhere from 
one to six inches short on rain. 
Yockers said a most dangerous situa- 
tion exists because fire hazards, which 
usually become extreme in September 
through November when the rainy sea- 
son begins, this year became acute two 


months early. He said that not only is_ | 


manpower scarce but that high school 
and college youths employed for the 
summer as state fire fighters will return 
to school after Labor Day. In addition, 
Yockers pointed to the fact that many 
military installations have been liqui- 
dated so that the state can no longer 
depend on the military for manpower in 
cases of emergency as it did during the 
war years. 

It was also learned from _ other 
sources that the state is in dire need 
of “the right kind” of fire fighting 
equipment, equipment which it could not 
get during the war. 

On the heels of the committee ap- 
pointments, a holiday outburst of brush 
and forest fires in the midst of record 
Fourth of July travel spewed smoke 
over much of Southern California, did 
damage estimated at more than a mil- 
lion dollars as they burned over some 
20,000 acres, destroyed 50 to 100 dwell- 
ings of all types and made 200 persons 
homeless. 

Hardest hit was the Chatsworth Man- 
or section in the foothills above the San 
Fernando Valley where fire razed 37 
dwellings as it blazed over 1,300 acres 
and crawled to within a half mile of the 
center of the little community. 

Other fires struck in the Laguna 
Mountains east of San Diego where 
more than 15,000 acres were involved; 
in San Luis Obispo and Santa Clara 
Counties and in numerous places in Los 
Angeles County. 

One fire closed temporarily the mouth 
of San Gabriel Canyon into which some 
20,000 persons had driven for the long 
weekend. Another threatened the large 
plant of the American Cyanamid Cor- 
poration near Azuza where poison gas 
is produced for the San Quentin Prison 
gas chamber. 

Fire hose and portable pumps were 
flown into the Los Padres National 
Forest to quell a blaze there. 

At Chatsworth, the Red Cross went 
into action, setting up an emergency sta- 
tion in a school house, passing out 
blankets and food. So quickly did the 
flames sweep through the brush that 


many lost all their possessions. Trucks 
stood by to evacuate others. 


Los Angeles County Fire Warden 
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Spence D. Turner and other fire officials 
in the various areas used two-way radio 
and walkie-talkies to direct the army of 
regulars and volunteers who fought the 
early season fires. 

Low humidity, temperatures in the 
nineties and high winds contributed to 
the fast spread of the fires. 

As the holiday came to an end, dying 
winds and slowly rising humidity of- 
fered weary fire fighters a respite. 

In the northern part of the state sev- 
eral fires threatened extensive damage, 
but were extinguished without struc- 
tural loss. One of these crept to the 
edge of the huge Army Air Base at 
Suisun-Fairfield before it was brought 
under control. 

In the San Francisco Bay Area a ban 
was placed on outside fires for several 
days while unusually high and dry 
winds swept the region. In San Fran- 
cisco and surrounding territory, grass 
fires kept firemen on the move night 
and day, mainly because the early dry 
season precluded burning off dry vege- 
tation by the fire department. 


York Has Third Major Fire in 
Three Months 


lire which devastated the three-quar- 
ter block plant of York-Shipley, Inc., 
in York, Pa., makers of oil burners, 
threatened a wide residential area and 
gave the city’s volunteer fire depart- 
ment a hard night-long battle before it 
was controlled, with reported at 
$800,000. 

It was the third major fire in York in 
three months. Four firemen were in- 
jured, none critically. 

The fire was discovered in the boiler 
room of the rambling two-story plant 
about 11:00 P.M. and spread rapidly to 
a paint shop, thence through the entire 
factory, which is located on Poplar 
Street, near Belvedere Avenue, about 
six blocks from the center of the city. 


loss 





York Firemen Battle Factory Fire 


Firemen are shown battling the spectacular fire 
housing York-Shipley, Inc., and the Karl 


All firemen were quickly called and help 
was asked of West Yorkboro and 
Grantley. 

Sparks and flaming embers from the 
spreading blaze were carried on the 
breeze over a wide area and residents 
utilized garden hose to wet down com- 
bustible roofs of their homes. Several 
hundred left their homes for fear the 
fire would spread. Firemen, however, 
were able tO prevent serious extension 
of the blaze although little of the com- 
bustible factory could be saved. 

Fire-fighting operations were in 
charge of Fire Chief Ellis Wagner. 








Columbus Flour Mill Gutted 


These fire-blackened jagged walls are all that is left standing of the milling section of the Gwinn 


Milling Company at Columbus, Ohio, after all available firemen and equipment fought to bring the 


blaze under control early July 4. This is the second fire at the mill in less than two years. 


that demolished the block long industrial plant 
Ort aeronautical factory early June 28 


Twenty-five pieces of apparatus worked 
at the scene at the fire’s peak. 

It is said the fire, and the two that 
preceded it, were instrumental in hasten- 
ing the plans for increasing the effec- 
tiveness of the York Fire Department 
which is reported one of the largest 
volunteer organizations in point of per- 
sonnel in the state. 


Columbus Has Costly Fire 


For the second time in two years, fire 
destroyed the milling section of the 
Gwinn Milling Co., in Columbus, Ohio, 
with loss of $500,000. Every fireman on 
duty in the city was called to the gen- 
eral alarm blaze. 

A construction company had com- 
pleted work on the 5-to-7-story building 
at 1905 E. Main Street only two hours 
before the fire to repair the damage done 
by the million dollar general alarm 
blaze of twenty months ago. 

The fire broke out at midnight, appar- 
ently on the first floor of the milling 
section of the plant, caused, it is said, by 
an explosion in a micro-pulverizer. The 
flames spread rapidly and soon engulfed 
the entire building, despite the efforts 
of all available fire fighters summoned 
on multiple alarms. 

Firemen, under Fire Chief Clarence 
W. Ogborn, were hampered by intense 
heat, falling walls and low water pres- 
sure, the latter resulting from a defec- 
tive pump at the municipal waterworks. 
Crowds of curious spectators which 
broke the police cordons also hindered 
operations. 

The fire swept up an elevator shaft 
soon after it started, driving the five- 
man night crew from the structure, and 
spread so rapidly that it was out of con- 
trol by the time first due firemen were 
on the scene. 

The first alarm was received by the 
fire department at 12:18 A.M.; the sec- 
ond, third and fourth followed at 12:20, 
12:22 and 12:25 A.M., respectively. The 
general alarm was sounded at 12:45 

(Continued on page 680) 
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AIR CONDITIONING DUCTS CARRY 
FIRE THROUGH BIG LODGE BUILDING 


Good Work by Grand Rapids, Mich., Fire Fighters 
Confined Blaze to Upper Part of Structure 


By Max O. Lee 


Tue city of Grand Rapids, Mich., 
suffered a heavy fire loss when, on May 
30, fire involved the Masonic Temple. 
The fire did over $400,000 damage be- 
fore it was extinguished, according to 
Fire Chief Frank Burns. The construc- 
tion of the building was such, with its 
brick walls and lack of windows, that 


fire until heavier streams could be 
placed in service. At 8:21 A.M., Chief 
Burns ordered a fourth alarm struck, 
which brought in two more engines. At 
this time a water tower was set, using 
a 65-foot aerial. This was not very ef- 
fective, due to the height of the build- 
ing, and because there were no windows 





A Heavy Column of Smoke Rises from the Masonic Temple Building at Grand Rapids, Mich., 
Where Fire Burned Out the Three Top Floors of the Structure. 


firemen had a difficult time getting at 
the fire. Most of the fire fighting had to 
be done from within the structure. 
The first indication of fire in the Tem- 
ple was when an alarm box was pulled 
on the corner of Lafayette and Fulton 
at 7:17 A.M. This brought out two 
1,250-gallon pumpers and one 500-gallon 
pumper, one 85-foot aerial ladder, Dep- 
uty Chief Lewis Johnson and District 
Chief John Hoogesteger. Upon arrival 
at the fire, Deputy Chief Johnson found 
the north section of the basement fully 
involved in fire, and heavy black smoke 
coming through the roof. He ordered a 
special call for Ladder #3, a 65-foot 
aerial, at 7:22 A.M. Chief Burns re- 
sponded as soon as the first special 
alarm came in. In the meantime, at 
7:23 A.M., Chief Johnson ordered a 
third alarm pulled. This brought in two 
more pumpers (Engines 6 and 8). 
Upon arrival of Chief of Department 
Burns, it was discovered that the fire 
had broken through the roof, and had 
fully involved the Amphitheatre on the 
sixth floor, as well as the Commandery 
rooms on the fifth. Men were dispatched 
into the building to man 1%4-inch build- 
ing fire hose until 2%-inch lines could 
be stretched. These 1%-inch lines did an 
exceptionally good job of holding the 


FIRE ENGINEERING 


in that part of the building that could 
be used for operation of the streams. 

The longest ladder the Fire Depart- 
ment had was an 85-footer, and this was 
used to place an internal line in service 
on the sixth floor. This can be seen in 
the illustration herewith, as well as the 
65-foot aerial water tower line. Also 
noticeable in the photo is the lack of 
windows in that part of the building 
involved in fire. 

3y 8:30 A.M. the men had penetrated 
all floors and the attic and had lines 
in position to work on the fire effec- 
tively. However, at 9:00 A.M. the roof 
over the burning section fell in. At this 
time Chief Burns ordered a special call 
sent in for two additional pumpers 
which, upon arrival, were set to work 
operating deluge sets on the roof adjoin- 
ing the burning section. About 30 min- 
utes later the fire was declared under 
control. 

Chief Burns used nine engines in han- 
dling the blaze. Other equipment was 
pressed into service, however, as well as 
extra men. Besides Chief Burns, Dep- 
uty Chief Johnson and District Chief 
Hoogesteger, Deputy Chief Esbaugh 
and District Chiefs Panfil, Slocum and 
Long responded to the fire. District 
Chiefs Shears and Palmer remained in 
service and took charge of the Depart- 
ment. They recalled 100 off shift men, 
who manned extra apparatus and assist- 
ed at the fire. 

The fire was fought with twelve 2%4- 
inch lines, eight 1%-inch lines, two 
deluge sets and one tower line. Most 
of the available manpower of the Grand 
Rapids Fire Department was either at 
the fire or on duty in the various fire 
stations. 

There is little doubt but what the fire 
was in progress for several hours before 
it was discovered and an alarm turned 
in. Starting in the basement, the fire 
spread up through open conduits to the 
floors above. It was only a matter of 
minutes after the fire department ar- 
rived on the scene that fire was seen 
to be in progress on all the floors. The 
building was considered fireproof, and 


(Continued on page 689) 





_ - 


Photo Uuurtesy uf Maz U. Lee 


Masonic Temple Fire, Grand Rapids, Mich. Note 65-Foot Aerial Tower Line in Operation on 
the Right; 85-Foot Aerial Being Used to Place 2!/2-Inch Hand Line in Service on Sixth Floor; 
40-Foot Ladder on Left. 





for SE 





Chief 


lan 


Tl 
Don 
was 
j2-1. 
in tl 

Bi 
mix¢ 
tion, 


gral 











RING 


could 
ns. 

epart- 
S was 
ervice 
en in 
is the 
Also 
ck of 
ilding 


Tated 
lines 
effec- 
roof 
t this 
l call 
npers 
work 
ljoin- 
min- 
inder 


han- 
was 
ll as 
Dep- 
Chief 
augh 
and 
strict 
d in 
part- 
men, 
sist- 


2%- 
two 
Most 
rand 
r at 
fire 


fire 
fore 
rned 
fire 
the 
r of 
ar- 
seen 
The 
and 


Lee 
on 
Or; 





for SEPTEMBER, 1947 











Newly Appointed Chief Peter Host Chief Bob McRonald of 
Ont., newly elected 
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Photos by W. J. Scott 


Secretary-Treasurer Chief 


Alan H. Clarke, Lakefield. 


Second Vice-President. 


Chief James Just of Mary- Dept. Fire Com. F. X. Ahern 
land State Fire College. of Quebec Province. Herd, Toronto. London, 
39th Annual Dominion The following officers were elected 
. for the coming year: President, Chief 
Convention Harold Walton, New Toronto, Ont.; 


The 39th Annual Convention of the 
Dominion Association of Fire Chiefs 
was held in London, Ontario, August 
12-15, 1947. Attendance was the largest 
in the history of the Association. 

Business and entertainment were well 
mixed, the serious side of the Conven- 
tion, particularly, heading up the pro- 
gram. Among the speakers at the busi- 





1 


President Charles A. Delaney, 


International Association of 
Fire Chie‘s. 


ness sessions were: Chief James W. 
Just, University of Maryland; Deputy 
Fire Commissioner A. < Ahern, 
Province of Quebec; Fire Marshal Wm. 
J. Scott, Province of Ontario; Dominion 
Fire Commissioner, W. L. Clairmont; 
Prof. Kingston, University of Western 
Ontario; President Bevis, Ontario Fire 
Fighters; Chief T. H. Dimbill of the 
Canadian Westinghouse Co., Hamilton, 
Ont.; Chief T. H. Whitman, Temiskam- 
ing Firemen’s Association, and others. 

Exhibits of equipment were located 
in the convention hotel; demonstrations 
of fire extinguishing agents and appa- 
ratus were held in Queens Park on 
Wednesday—new aerial ladder and 
pumper were put through their paces by 
the American LaFrance-Foamite Corp. 
and the Bickle-Seagrave Co. 

On the lighter side, the three banquets 
were highlights. Mr. Orlo Brees of the 
New York Legislature was the guest 
speaker on Tuesday evening, while on 
the following night, Mr. McCullough of 
the Hamilton, Ont., Chamber of Com- 


merce had that honor. The London 
Police Boys Band and a floor show, 
imported from Detroit for the event 


held the stage on Thursday evening. 

Several changes in the Association 
by-laws were approved, one being that 
all members must become members of 
the International Association of Fire 
Chiefs. Delegates attended from every 
Province in the Dominion, and the 
United States—President of the Inter- 
national, Chief Charles A. Delaney, 
leading the latter delegation. President 
Delaney also spoke at one of the busi- 
ness sessions. 





Newly Elected First Vice-President 
Charles Vince of Guelph and Presi- 
dent Harold Walton of New Toronto. 


First Vice President, Chief Chas. Vince, 
Guelph, Ont.; Second Vice President, 
Chief R. C. McRonald, London, Ont. 
(the host Chief); Secretary-Treasurer, 
Chief Allan H. Clark, Lakefield, Ont.; 
Directors, Chief W. H. Short, Lethridge, 
Alta.; Chief F. Premont, Arvida, Que.; 
Chief T. H. Dumbill, Hamilton, Ont. 
(Canadian Westinghouse Co.); Jas. 





Photos by W. J. Scott 


President John Redmond. 
International Association of 
Fire Fighters. 


(Wilson & 
Mickie, 


Arnott, Toronto, Ont. 
Cousins) and Chief Angus 
Lachine, Ont. (Past President). 





Fire Station Burns 
Fire destroyed the Volunteer Fire 
Station, No. 12 Building, Spruce Moun- 
tain Road, in the Miry Brook District 
of Danbury, Conn., on July 31. Officers 
of the volunteer company estimated the 
loss at $25,000. The frame structure was 





formerly used by the Danbury Airport 
and had been given by the city of Dan- 
bury to the firemen less than a year ago. 

Louis Hardy, who resides across the 
road from the station, and is a member 
of the volunteer company, discovered 
the fire and saved one piece of equip- 
ment. The fire had made such headway 
that he was unable to save a combina- 
tion chemical and hose wagon, which 
was destroyed. 

Danbury firemen, under the direction 
of Fire Chief John H. McNamara, ar- 
rived at the scene at 4:25 A.M. Fire- 
men were hampered in fighting the fire 
due to the lack of water. The fire sta- 
tion is four miles from the center of 
town. Cause of the fire is unknown. 
Members of the volunteer company had 
conducted a bingo party until 10 P.M. 
the previous night. The fire fighting 
equipment was partially insured and the 
City of Danbury carried insurance on 
the building. Tom MAGNER. 


Dusting Cotton Bales for Fire 
Control 


A simple method of making storages 
of baled cotton resistant to ordinary 
sources of ignition by dusting the sur- 
faces with sodium bicarbonate powder, 
such as crops are dusted for insect con- 
trol, has been suggested by W. E. Peter- 
son, Engineer, of the Associated Factory 
Mutual Fire Insurance Companies. Baled 
cotton in storage presents a serious pro- 
tection problem because the fibers are 
easily ignited and flame spreads rapidly, 

(Continued on page 677) 








Photo by W. J. Scott 
President Angus Mickie (Right) and First Vice-President Harold Walton (Left) of the D.A.F.C.. 




















Life Bag for Rescues 
To the Editor: 

I have been extremely interested in 
the contents of the March issue of your 
journal, and in particular, of those 
pages and illustrations that are devoted 
to life saving from high occupancy risks 
such as hotels 

[he enclosed photos show me de- 
scending from the top story, back win- 





Chief Officer Monaghan Shown Near His 
Journey's End in His Mon-Rescue Bag 


dow of a hotel in this city. The “Mon- 
Rescue Bag” is made of asbestos. This 
ensures the occupant, or occupants 
(children) against the flames that might 
belch from the windows during descent 
and to which flames the occupant of the 
bag would be exposed if only a sling 
were used. 

My bag is so designed as to clear all 


obstruction such as window sills, cor- 
nices, etc. A guide line can be used 
though I found this a disadvantage 


when descending. 

The bag is secured to a “Davy” auto- 
matic escape with the sling discarded 
in favor of my rescue bag. It will be 
readily appreciated that this bag can 
accomodate at least three children, and 
with one rescue bag ascending as one is 
descending, mass rescue work can be 
carried out in very quick time. To take 
up shock on landing, four rubber pads 
were lifted to the base, and you will also 
observe the long wooden rollers at the 
back of the bag. 

Apart from this bag making rescue 
of more than two persons possible at 
the same time, I found that a panicky 
person who would be loathe to adjust 
a strap around his shoulders would will- 
ingly fall into my bag and remain 
oblivious of height because of the latter 
being out of sight. 

As well as a rescue bag, I made it 
readily convertible to a carrying sheet, 
and with the addition of poles, a com- 
fortable stretcher also. So impressed 
were the adjudicators of the Irish In- 
ventions Competition with this bag for 
rescue purposes, that they awarded me 
a Bronze medal for it. Incidentally, the 
“germ” for this humanitarian contribu- 


tion was obtained from the “Fire Chief’s 
Handbook.”’* 
Cordially yours, 
WiLtt1aM MoNnAGHAM 
Chief Officer, Cork, Eire 
*Editor’s note: The life bag described in the 

“Fire Chief’s Handbook” was conceived by former 
Acting Chief of the New York Fire Department, 
Thos. F. Dougherty. 


The Phoenix of Georgetown 


io the Editor: 

[his is to advise you that our new fire 
station is about completed. You will re- 
call that you recommended this type of 
station to us. 

We want you to know that our plans 
are available to any fire department in 
the United States free of charge. We 
would be very glad to turn over a set 
to you if you would like us to do so. 

We now have two pieces of fire appar- 
atus and a new ambulance. Our fire 
equipment consists of a new 500 G.P.M. 
Seagrave and a Ford truck with a 500 
G.P.M. Hale pump built by Maxim and 
bought through the Government surplus. 

At our annual carnival in August we 
raffled off a car which was won by the 
Yreka Fire Department of Yreka, Cal. 
They are coming east to get it in the 
near future. 

Many thanks for 
towards our building. 


your suggestion 
Yours very truly, 

AvBert R. Bercer, Chief 

Georgetown Vol. Fire Company 

Georgetown, Conn. 


New Ordinances at Lima 


Ta the Editor: 

I am enclosing two ordinances that 
were enacted recently by our local City 
Council. The one concerning the stor- 
age, parking or housing of gasoline 
transportation trucks, is working very 
satisfactorily here at Lima, Ohio. We 
find that we have eliminated the prac- 
tice of the drivers of these trucks park- 
ing in front of restaurants, etc. for a 
short period of time. 

I find your magazine a very valuable 
reference, and when I am through with 
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it I pass it on to the members of this 
department. 

Watter L, HyDAKER, 

Chief of Lima Fire Department, 


Resolution No. | 
AN ORDINANCE: 


PROHIBITING THE STOR- 
ING, PARKING, OR HOUSING OF TANK 
WAGONS WITHIN CERTAIN LIMITS AND 
AREAS IN THE CiTy oF Lima, Onno; 


REGULATING THE OPERATION OF SUCH TANK 

WAGONS; PRESCRIBING PENALTIES FOR THE 

VIOLATION THEREOF; AND DECLARING AN 
EMERGENCY. 


WHEREAS: an emergency exists in 
that in order to preserve the public 
safety of the City of Lima, it is imme- 
diately necessary to prohibit the storing, 
parking or housing of tank wagons 
within certain limits and areas of the 
City of Lima, Ohio, to regulate the 
operation of such tank wagons, and to 
prescribe penalties for the violation 
thereof, and whereas, it is necessary to 
have this ordinance take effect imme- 
diately upon its passage; Now, There- 
fore, 

3E IT ORDAINED BY THE COUNCIL OF THE 
City or Lima, OHIO, TWO-THIRDS OF THE 
MEMBERS ELECTED THERETO CONCURRING: 

Section 1. The term “tank wagon” 
as used in this ordinance shall mean 
any vehicle used for the transportation 
of inflammable liquids including gaso- 
line, naptha, alcohol, kerosene, turpen- 
tine, and fuel oil. 

Section 2. The storing, parking, or 
housing of any loaded or partially 
loaded tank wagon within the fire limits 
of the City of Lima as the same are 
now established or as the same may 
hereafter be established by the Council 
of the City of Lima, is hereby declared 
unlawful and the same is_ hereby 
prohibited. No tank wagon shall be 
allowed to remain within such fire 
limits for a greater time than it is nec- 
essary to transport such tank wagon 
from one part of the City to another 
and to load and unload the contents 
thereof. During the time of such load- 
ing and unloading, said tank wagon 
must be properly grounded and the 
motor furnishing the motive power. for 
such tank wagon shall be shut off. 

(Continued on page 674) 








The Lord Mayor and Lady Mayoress of Dublin Inspecting the Moh-Rescue Life Bag Which 
Won the Bronze Medal for Chief Officer Monaghan at the Inventions Competition in 1942 
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A MORAL AND A MESSAGE ON 


A case recently came to the atten- 
tion of our roving reporter which is 
worth including in “Short Cuts.” It 


concerns a serious dwelling fire which 
knocked out three firemen and an 
officer. . The latter was hospitalized 
for several days—as.a result of smoke 
narcosis and inflamation. Only the 
prompt use of inhalators brought the 
men around. 


masks, 
-(some 


The point of the story is this: 

which the men might have worn- 
lieve should have worn) were not at 
the fire, because they were normally 
stored (“stored” is the word for it) on 
a truck which, because of lack of man- 
power or for other reasons, did not 
roll’ except on special call. Therefore 
the masks were not at hand. The in- 
halators, also “stored” on the immobile 
piece of apparatus luckily, had been 
rushed to the fire “just in case”’—and 
were on hand. 

What’s the lesson? There appear to 
be several: (1) Have plenty of masks 
of approved type (2) Keep ’em where 
they are always readily available (3) 
Maintain ’em at top efficiency and (4) 
Familiarize all firemen with them and 
their use. Train men with them until 
their use is ‘second nature.’ 


~*~ * 


FOR TESTING AND SCHOOLING 

It is not always easy or feasible to 
test pumpers and to instruct and train 
pump operators, primarily because of 
lack of convenient facilities. Many fire 
department training grounds do not 
have the water supply at hand and 
training in drafting may have to be 
done elsewhere. 

The City of Newport, Kentucky, has 
installed a simple but effective system 
for testing out its pumpers at draft, and 
for schooling its engineers, and which 
was devised by Fire Chief E. T. (Ed) 
Miles. 

The pictures tell 
set-up l-in., 14-in. 


the story. In the 
and 2%-in. 





lines are 





used by the simple expedient of drafting 
from the pool and returning the water 
to it. The pool is 9-ft. wide by 18-ft. 
long and 7-ft. deep. 

Incidentally, a somewhat similar pool 
was cleverly employed by the Portland, 
Ore., Fire Department, Chief Edward 
Grenfell. 


* * * 


A PET PEEVE FROM BOONVILLE,N.Y. 


When the Old Timer 
with his list of “pet peeves” in the May 
issue he started something. Seems 
there’re a lot of things that go in the 
business of fire fighting and fire preven- 
tion that Old Timers don’t agree with. 

From Stuart Dean, Boonville Fire 
Department, Boonville, N. Y., comes 
this eruption: 


sounded off 


“Here is a “pet peeve” for you: The 
joker in the volunteer fire department 
who always grabs the coat from the 
seat, which is supposed to be reserved 
for the driver, causing delay while the 
driver looks for another.” 

And the Old Timer adds: and the 
buck private vamp who gets so excited 
at a fire that he grabs the white helmet 
—and wears it! 


> 2 <3 


The Old Timer Says— 


“Speakin’ of the risks of the fireman’s 
life, why can’t a fireman be protected 
in his work so that he can live a normal 
life away from his work—like other men 
do?” 


* * 


FLASHING WARNING LIGHTS 


One of our correspondents tells us 
that on a trip through the midwest he 
went through a town where over the 
central fire house they had red warning 
lights, similar to those found at main 
railroad grade crossings. When appa- 
ratus was about to leave quarters a 
switch was pulled and these lights be- 
gin to flash, alternately, graphically 
warning all passersby. Unfortunately, he 
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doesn’t remember the name of the com- 
munity. Can anybody enlighten us fur- 
ther? The idea has some merit as nearly 
all motorists are familiar with the rail- 
road grade crossing warning signal sys- 
tem. These flashers, with a siren, per 
haps, ought to stop ’em dead! 
* * * 


The Old Timer Says— 


Whenever a fire occurs during off-busi- 
ness hours, as on holidays or at night, if it 
looks like a good “worker,” it’s a good idea 
to have somebody get in touch at once urth 
the building super, or the manager, or own- 
er and have ’em get on the ground, and give 
an accounting of conditions—storage and so 
on—as they are at the time of the fire. 
There may have been important changes in 
stocks—serious hazards may have been 
added, since you or your men made their 
last inspection. Another thing—such check- 
ups may be helpful in developing arson 
cases. 


Work Hours. Reduced in 
Connecticut 
Firemen in two Connecticut cities, 
New Haven and Danbury, have had 
their work week cut to six days, or a 
total of 70 hours. At Danbury the 
Board of Aldermen approved the new 
setup on Aug. 7, bringing to an end a 
persistent battle by the firefighters to 
reduce a heavy working schedule. The 
new schedule will go into effect in Sep- 
tember with the addition of two new 
men to eliminate the manpower short- 
age. Adoption of the new work week 
will supplant the present 78-hour weekly 
schedule. 
similar to that in 
into effect in New 
Fire Chief Paul P. 
Heinz, who has favored the plan for 
some time, said it will affect all mem- 
bers of the firefighting force up to and 
including the grade of battalion chief. 
At-a recent meeting, the New Haven 
3oard of Fire Commissioners appointed 
the first five men on the Civil Service 
eligibility list to the permanent depart- 
ment in order to compensate somewhat 
for the reduced work week. Chief Heinz 
said additional manpower will be needed 
next year, however, in order to main- 
tain the efficiency of the department. 
Tom MAGNER. 


The new schedule, 
Danbury, will go 
Haven on Sept. 1. 





Equipment Used by Newport, Ky., for Testing Its Pumpers 




















660 


Oh 7-ralct-tetb bale meat:w aba-tact- table 


tb 


y 


news ot the day 


RO! 8B. WOOLLEY 





Calling All Heroes! 

Roy S. Piel of Chicago is an arm 
chair smoke-eater He also is a frus 
trated hero. He claims that back in 1917 
he saved two small children from death 
in a burning building, but the policeman 


who turned in the alarm got the credit 
for the rescue 

3rooding on the all-too-frequent tact 
that fire heroes don’t achieve their just 
deserts, chubby, middle-aged Roy Piel, 
who spends his spare time when not 
engaged as a plant guard shooting the 
breeze with the boys of the Western 
Avenue, Chicage Fire Station, decided 
to do something about it. So he formed 


a non-profit organization known as the 
National Assn. of Bona-Fide Heroes. 
Says Piel, who has chartered his As 
sociation, “The world is full of people 
who risk their lives to save others from 


fires. But because they're modest, or 
because of oversight, they don’t get 
much credit for it. So the NABFH 
awards them citations.” 

Brother Piel has paid for and sent 
out 23 engraved blue-bordered certifi 
cates suitable for framing. He’s fussy 
about making sure his heroes are real 
ones. When he reads about a _ heroic 
rescue in the press, he asks the rescuees 


or an eye-witness to fill out a question- 
naire telling exactly what happened. A 
committee of his firemen pals passes on 
all prospective heroes. 

Piel, isn’t bitter about his own failure 
to get the orchids, but he doesn’t want 
it to happen to other deserving heroes 


Hence the NABFH. “Maybe I’ll award 
myself a certificate some day” he said 
wistfully, “if I decide I meet the 
NABFH standards.” 
* 
Latest in Ex-Curricula Jobs! 
In Ashland, Me., for twenty-eight 
rainless days, George Pike, owner oft 
a large potato farm watched the crop 


approach destruction from drought. 
Then, on August 24, as a last resort, 

he offered the local volunteer fire depart 

ment $200 to pump water onto an 18 


acre section near the Aroostock River. 
Fifteen vamps set their pumper at 
the river edge and spent the day soak- 


ing the spud crop with what the errant 
press reported was “450 gallons of water 
an hour from ten nozzles.” There’s a 
problem in hydraulics for yuh! 

* 


Orchids to 7-Year Old Heroine 


A 7-year-old girl, Catherine Zurenski, 
helped pull her mother from a burning 
mass of slag after neighbors ignored 


the woman’s cries for help because they 
feared they, too, would fall through the 
thin crust overlaying the slag pile. 


Mrs. Zurenski, 29, mother of five 
children, was swallowed up to the waist 
by a cave-in as she was crossing the 
backyard in her Castle Shannon, Pa., 
home. With her feet burning and 
unable to pull herself out, but sinking 
deeper and d cper, screaming for aid, 


the only one to rush to her help was her 
daughter Catherine,’ who helped her 
mother lift herself out of the sinking pit. 
Mrs. Zurenski suffered third-degree 
burns and multiple abrasions. The cave- 
in occurred in what is known as the old 


“Miner's Patch” of an abandoned coal 
mine. 

x * * 
Aerial Ladder Races Stork! 

From Wm. Schwartz, Ocean Grove, 
N. J., comes the account of Ladder I 
of the Asbury Park, N. J., Fire Depart- 
ment which, according to press reports, 
“proved a poor second in a race with 
the stork” 

A phone call to fire headquarters 
reported a “baby trapped in a car” and 


resulted in the aerial ladder being dis- 
patched in haste to the scene. But when 
the unit arrived at a Springwood avenue 
address, it was found that the child 
was not trapped, but had just arrived 
via the stork. 
The Ocean 

was summoned 
and the 


Holmdel, 


Grove First Aid Squad 
and removed the child 
mother, Mrs. Bertha Wickes 
to the hospital 
* 7 aa 

Vamps Two Weeks Too Early 

In Brookfield, Wis., the County Vil- 
lage Volunteer Fire Department swung 
into action two weeks before it was 
scheduled to start functioning, accord- 
ing to the account sent us by Robert 
J. Barber of Waukesha, Wis. 

Seems the department, just organized, 
was to begin operations May 1. Instead, 


it answered a call to the home of 
rank Kneyzka, Route 5, Waukesha, 
and helped extend hose lines of the 
Waukesha brothers and returned later 


to tidy up the damaged house and pump 
the water from the basement. 

A sheriff's car, racing through the 
village with siren wide opened alerted 
the vamps, aided by Mrs. Franklin 
Wirth, wife of the Fire Chief, who con- 
tacted others by telephone 

— 


Lightning Takes Toll 


When a bolt of lightning struck down 
two young men in Pennsburg, Pa., 
during a Twilight League baseball 
game, the Pennsburg Fire Company 
Emergency Squad, using its own re- 
suscitating equipment and _ inhalator 
rushed from the Montgomery County 
Park at Green Lane, worked several 
hours in a futile attempt to restore life 
to the two victims. (Thanks R. O. 
Henry, 


Pennsburg). 
‘* * &* 


Hot Off the Tape 


\fter effects of smoke poisoning 
felled four firemen of Engine 41, New 
York Fire Department, an hour after 
they had returned to their quarters 
after fighting a kitchen fire on the top 
floor of a five story building on East 
147th street. All were treated with in- 


halators by Rescue 3 the Bronx, and 
recovered. Cause of the delayed physical 
upset has not been determined. 

In Omaha, Neb., fifteen persons were 
injured, four seriously, when a gasoline- 
burning popcorn stand exploded in the 
grandstand during a baseball game. 

A little early for Yuletide fires, never- 
theless Christmas toys valued at $200,- 
in flames in 


000 went up Camden, 
N. J. in a roaring July fire. Fire 
Commissioner Frank J. Quayle, New 
York City, issued orders directing 
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deputy chiefs to set up a plan to use 
hose wagons (tenders of two-piece com- 
panies) in their divisions as personnel 
carriers for firemen in the event of an 
emergency. .. . Edward Martin, 31, who 
recently joined the volunteers of the 
Gaylordsville, Conn., section company 
lost his membership in the unit, and 
will spend the next six months in 
Litchfield County jail because he set 
fire to a house. About fifty boats, 
many of them richly appointed cabin 
cruisers belonging to the Palm Beach 
winter colony, were destroyed in a fire 
that caused $500,000 damage, to the 
Lake Worth Marine Ways in Lantana 
near the boundary of Lake Worth, Fila. 
When fire was discovered in the 
projection room of a Camden, N. J, 
movie house, fifty children marched, 
singing, from the burning building, 
Protection measure do pan out! ... In 
New York City, too, a small fire in the 
Madison Theatre, Madison avenue near 
102nd_ stret, found the evacuation of 
several hundred persons, mostly chil- 
dren accomplished without panic or con- 
fusion. Jack Canning, 36, golf pro 
at the Algona Country Club, Algona, 
lowa, was burned to death in a fire 
which destroyed the clubhouse. ; 
Michael Prus, 18, of W illiamstown, 
N. J., suffered burns when a can of tar 
in some rubbish he was burning ex- 
ploded at the rear of his home. 
While responding to a false ‘alarm in 
the East New York section of Brooklyn, 
three firemen were injured when their 
apparatus collided with a trolley car. 
Ninety Battalion chiefs of the New 
York Fire Department sweated through 
an examination for Deputy Chief 
August 28. The position pays an annual 
salary of $6,450. Burned almost 
beyond recognition 22 months ago, 
Richard Jackson, 15, is reunited with 
his family and pets in his Rochester, 
N. -Y., home after receiving 45  skin- 
gratting operations and 210 blood 
transfusions. Dick and two buddies 
were injured, one fatally, when they 
explored a gas-filled sewer with a 
lantern. . . . In Cashland, Mo., the fire 
committee of the Men’s Club was dis- 
cussing plans to organize a fire depart- 
ment when the chairman’s wife, Mrs. 
Virginia Williams interrupted the con- 


ference to announce that a nearby farm 
home was ablaze. The six committee- 
men hopped in a car, roared to the 
scene but had to stand helplessly by 


while the house was destroyed—no fire- 


fighting equipment. Down in Lud- 
low street, New York City, fifteen 
guests of a turkish bath house were 
trapped by an early morning fire. 
Members of Ladder 6 removed two 
towel-draped victims from the fourth 
floor; the others reached safety via the 
stairs. Wife of the baths’ owner was 


found hiding under a bed on the third 
floor—unhurt. The sheeted customers 
were herded into a nearby vacant store 
— firemen knocked out the fire. 

In Canby, Ore., Fire Chief Clayton 
Yoder wore a red face for some days. 
He was raking his front yard when the 
city fire truck clanged up and firemen 
alighted to extinguish a fire in the 


chimney of his house. A neighbor had 
discovered the fire! . . . Members of 
New York’s Fire Bell Club on West 
33rd street, Manhattan, tried valiantly 
to hold a smoky fire in a next door 
restaurant under control using extin- 
guishers, until Engine 1 and Ladder 24 


(Continued on page 680) 
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"| Doubt That We'll Get the Franks Thoroughly Cooked. 
Sam's Dying to Try Out that New Extinguisher!" 














Rastus was coming bome late at 


night, and started up the 


Fightin’ Words 


Though nearly eighty-five, Jeb Wil- 
liams was still quite active and mighty 


stairs, but 


ALARMS 





much to his dismay, one of the steps 
creaked and as he hesitated, he heard 
his wife say, “Who dat?” He didn’t 
answer, but waited a few seconds, and 
then started up again and in two or 
three more steps, another creaked. This 
time a male voice said, ‘Who dat?” 
This was too much for Rastus, and he 
called out, “Who dat say dat second 
‘Who dat’?” 

There was a little lawyer man 

Who gently smiled as he began 

Her dear dead husband’s will to scan, 
And thinking of his coming fee 

He said to her quite tenderly 

“You have a nice fat legacy.” 

Next morning as he lay in bed 

With plasters on his broken head 

He wondered what in heck he’d said. 

Inscription on a water tank at Emory 
University: 

It was founded and organized by our 
beloved Pres. John Billings 

Born 1815 
Died 1870 

Capacity 150,000 Gallons 

OPA Official: “Now, do you owe any 
back house rent?” 

Farmer: “See here, young feller! We 
may live out in the country, but we’ve 
got all the modern conveniences.” 

Then there was the Scotchman who 
was beaten almost to death because he 
thought the sign on the door said 
“Laddies.” 





proud that, despite a weakness for 
strong drink, he had survived many of 
his friends who had served with him in 
the Civil War. On his eighty-fifth birth- 
day the local small-town newspaper 
playfully called Jeb a “bottle-scarred 
veteran of the Civil War.” Ol’ Jeb Wil- 
liams, fightin’ mad, stormed into the 
newspaper editor’s office and demanded 
this phrase be corrected in a forthcom- 
ing issue 

Next week in the columns of his 
newspaper the editor replied: “When 
we called Jeb Williams a “bottle-scarred 
veteran” last week, everyone knew we 
really meant that Jeb was a “battle- 
scared” veteran. 

Roy Denial in “Country Gentleman.” 





The news item appeared in a news- 
paper 

“After the ceremony, Bill Johnson 
visited the home of his father-in-law, 
Henry Smith, whereupon his mother-in- 
law hit him across the nose, causing it 
to bleed, and his father-in-law fired at 
him twice with a gun. The police be- 
lieve the Smiths objected to the mar 
riage. 





























On the House 


A dog once walked by a tree. 
Said the tree to the dog, 

















“Won't you have one on me?” 








“No,” said the dog, as quiet as a mouse, 
‘I just got through having one on the 
house.” 


“If You'll Just Stop Stamping Around for Three Minutes More, 
This Cake Will Be Finished!" 
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World Wide Fire News 


By Roi B. Woolley 




















A-Bomb Would Kill 75,000 in London 


According to estimates quoted by Col. 


james P. Cooney, medical adviser to 
the director of Military Application, 
Atomic Energy Commission, at a 


symposium at Walter Reed Hospital in 
June, if an atomic bomb were dropped 
over London, 75,000 people would be 
killed, 30,000 houses would be wrecked, 
35,000 would be damaged badly and 
50,000 to 100,000 would be damaged to 
some extent. 

By contrast, a 


500-pound bomb 


A 


TOP DEPENDABILITY 


thar's QUAKER 


piplt THREAT To Figg 


Ys EXTRA FOOTAGE 


RUGGED CONSTRUCTION 


MODERN 
MUNICIPAL 


dropped in the same area would kill 
six people, and a block-buster would 
kill thirty. 

Jap survivors of the atomic bombs 
had very few severe injuries due to 
mechanical force or flying debris, Col. 
Cooney reported. This was because the 
fire which swept both Hiroshima and 
Nagasaki after fhe explosions came so 
fast that no severely injured people 
could have escaped. 


* « * 
in Poland 


Russian and Polish troops have been 
battling widespread forest fires in south- 
eastern and southwestern Poland, re- 
portedly started by Ukranian nationalist 
bands resentful over their expulsion to 
Russia. 


“Terror Fires” 
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The fires were said to represent a 
new strategy by the stubborn Ukranian 
bands, which at present are Poland’s 
biggest internal headache. 

. . * 


Britain Wants Fire Service Volunteer Reserve 


Complaint is made by British fire ser- 
vice publications that the Fire Service 
Bill before Parliament in May, 1947, 
failed to deal fully with the manpower 
situation and did not provide for the 
establishment of a rapid mobilization 
scheme in the event of any future na- 
tional emergency. 

Fire service authorities have urged the 
creation of a Fire Service Reserve, and 
the recruitment of semi- -professional fire- 
men, to facilitate rapid mobilization of 
the Fire Service to its full wartime 
strength. 











FIRE HOSE 


Hot fires get cool treatment with Quaker Hose on the job! Quaker 


makes it with easy-fold construction to fold flatly . .. 


pack com- 


pactly. This means greater fighting power because you can store 
up to 33% extra footage in truck beds, to douse the hard-to-reach 


spots. 


A special loom carefully weaves the multiple jackets of sturdy 


cotton yarn to provide rugged strength... 
ing. Expertly compounded rubber tube won't dry out... 


soft and resilient. 


high resistance to burst- 
stays 


Yes—Quaker Modern Municipal Fire Hose is first choice of thou- 
sands for top dependability and constant safety in cities, communi- 
ties and industrial plants everywhere. Order a supply now—it 


pays to play safe. 


"lf there's a way to get 


it done... 


Quoker will do it’ 


QUAKER RUBBER CORPORATION 


PHILADELPHIA 24, PA 


QUAKER PACIFIC RUBBER COMPANY. 





“Fire Protection and Accident Pro- 
tection Review” for May, 1947, criti- 
cizes the tendency during recent years 
to underestimate the status and value of 
volunteer firemen and to question the 
efficiency of brigades maintained on this 
basis. The Fire Service Bill only par- 
tially recognizes the value of volunteer 
and part-time personnel. It was dis- 
closed in a debate in the House of Com- 
mons that part-time firemen are being 
used, and the rate of remuneration to 
retain the lowest rank is £12 a year. 
There is also a fee paid for the occa- 
sions when they are called out. There 
is a higher figure for those with higher 
responsibilities.” 

“Whether embodied in a reserve, or 
actually engaged in every aspect of fire 
brigade work, the volunteer is an im- 
portant man,” says this authority, and 
adds: “The nation is suffering a man- 
power crisis, and it is therefore essen- 
tial to exercise the strictest economy in 
the numbers of full-time Fire Service 
personnel,” and he concludes: “It is 
evident that wide opportunities can ex- 
ist for volunteer firemen in the new 
Fire Service and we hope the authorities 
will make every effort to employ them 
under proper conditions, safeguarded 
financially against death and injury and 
adequately remunerated for the work 
they will be called upon to perform.” 

* * * 
Britain's Bridal Home Burns 


A spectacular fire destroyed the entire 
south wing and caved in the ancient 
roof of Princess Elizabeth’s bridal home 
at Sunninghill Park, outside of London, 
August 30th. Authorities have not dis- 
carded the idea that the blaze was 
touched off by an incendiary with 
political motives. 

Ten fire companies fought the fire for 
hours, pumping from nearby Mirror 
Lake. The stately old Georgian house, 
being refurbished as a home for the 
Princess and Lieut. Philip Mountbatten, 
was reported enveloped in flames when 


the firemen arrived shortly after mid- 
night. 
* * * 
| Paris Theatre Tragedy 
Fire, starting from a short circuit in 


the second balcony of the small Select 
Theatre in Rueil, a suburb of Paris on 
August 30, caused the deaths of 90 per- 
sons and injuries to sixty others. Many 
of the injured are in critical condition. 

The theatre, located on a narrow 
street is a small structure, built high to 
take advantage of limited space avail- 
able. Into the limited seating space was 
crowded a bank of seats on the ground 
floor and two balconies. 
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The Anrens-Fox Fire Engine Corp: 
Cincinnati, Ohio 


Gentlemen: 

Qur new Ahrens-Fox Model H.T- 1000 gallon per minute 
twin triple combination piston pumping apparetus has just been 
received and given © thorough acceptance test which proved very 
satisfactory showed & laree® reserve of power- 


of your apparatus of the 
Ty dependable, service 


ha 
has always been courteous 


piston type, all of which have been ve 

which we have received from your company 

and satisfactory + 

and have standardized on your 

pecause we kmow it is the sturdiest 
ket, easy © operate 


on the mar t, 
water at poderate 5 Be 


We have again chcsen 
apparatus of the piston type 
puilt and the pest apparatus 
capable of delivering great volumes of 
commend your apparetus as a very depend- 


We can hi 
ire-fignting apparatus. 


gnly 
able and efficient piece of f 


Yours very truly, 


Chief of Chester 
Fire Dept- 
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What do you expect 
of your Pumping 
Equipment ? 


| ~ a In -all likelihood your reply would be — 
a VOLUME — 
PRESSURE — 
ACCESSIBILITY — 
DEPENDABILITY — 


| 7 WATEROUS has them all plus! 


Also Manufacturers of 


WATEROUS Fire Hydrants 


| y\' (Dependable ) 
| SINCE 1886 
#. 
eer ” 


WATEROUS 
@ FIRE PUMPS 


WATEROUS COMPANY -: ST. PAUL, MINNESOTA 
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The fire in the second balcony started 
a panicky rush for the narrow front 
entrance and the disaster was inescap.- 
able, the police said. The fire spread 
rapidly and both balconies collapsed: 
the second falling on the first and both 
crashing to the floor below, bringing 
sections of the thin outside wall with 
them. The rear exits had been blocked 
by debris before anyone could use them. 
One report stated that exits were 
|blocked by folding chairs set up to 
jaccommodate an overfloor audience of 
about 600. Reports following the fire 
said that the ruined theatre resembled 
the interior of a brick kiln. Only the 
business office at the front of the build- 
ing was intact when firemen finally 
controlled the fire. 

Charges were placed against the thea- 
tre owner for negligence in taking 
proper precautions, 

. @ «6 
Arsenal Blast Averted 

Fire department officials said “a 
major disaster was narrowly averted in 
July when a fire at Rocky Mountain 
Arsenal, on the northeast edge of 
Denver, seared  chlorine-gas storage 
tanks before it was brought under 
control.” 

Fire Chief Allie Feldman, who 
directed Fire Department forces called 
to the scene to aid Army firefighters 
said, “We'd have been powerless if those 
tanks had exploded.” 

The fire reportedly started in heavily 
loaded coal bunkers in the main plant 
area alongside the powerhouse and 
across railroad tracks from the gas 
tanks, according to Major F. J.: Steg- 
maier, fire marshal. Damage to the 
extent of $50,000 was done to the 
| powerhouse and nearby buildings before 
|the fire was controlled. 
| > & 

Miami Has $1,000,000 Hangar Fire 

Fire burned out a large hangar at the 
Miami International Airport on August 
| Oth, destroying two DC-3’s, three Lock- 
| heed Lodestars, an A-26 bomber and 
|three smaller aircraft for a total loss 
of more than $1,000,000. 

The fire was said to have started from 
an explosion in the wing of one of the 
planes and spread quickly throughout 
the structure. Smoke and flames bil- 
lowed high in the air and _ firemen, 
responding on multiple alarms, con- 
|centrated their efforts to keep the fire 
|from spreading to the nearby Pan 
|} American express hangar. 

Twenty-one planes, many of them 
scorched, were removed from the 
vicinity by ground crews. All operations 
were suspended at the airport for an 
hour while the fire was being brought 
|under control. 





| * * 
Hot Off the News Ticker 
The Navy, proud of its jet planes, but 
fearful of injury to its airmen, has 
promulgated a new safety rule which 
firemen might remember in operating 
around that type of aircraft—“Don’t go 
near the tail!” . . . Fire which broke out 
in Vatican City’s Pigna courtyard 
August 26 for a time threatened to 
spread to near-by warehouses _ filled 
with treasures, before Rome firemen 
controlled the flames. The fire was 
attributed to spontaneous ignition of 
sulphur in the warehouse. . . . In Lisbon, 
Portugal, fire in the coal-laden Amer- 
ican merchantman “Marshall Elliott’ 
burned for hours, caused serious dam- 
age. Another fire that started in the 
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s S. “George S. Davis,” also American, 








toa three days before the blaze in the} 
1escap. Elliott was still smoldering at  the| 
spread time. . . . One hundred and eleven 
lapsed miners were entombed in August by an| 
d both explosion in the under-sea workings of | 
‘inging the William mine at Whitehaven, 
1 with Cumberland, England. . . . In_ this| 
locked country, three men were killed and two 
them injured August 14, in an explosion in | 
were a “model mine” the New Orient Mine | 
up to of the Chicago, Wilmington and | 
ice of Franklin Coal Company north of W est | 
ie fire Frankfort, | are Felix Doman, a} 
mbled Lieutenant attached to Engine 252, New| 
ly the York Fire Department in order to} 


build fulfill a cherished dream to visit his| 
native Ireland, took a Pan American} 























— \irways Constellation—but never lived 
thea- to see his hopes materialize. He died 
taking in his sleep aboard the plane as it} 
neared the Emerald Isle... . In Berlin, | 
fritish technicians touched off 50,000} 
pounds of explosives August 30 in an| 
« effort to flatten the Tiergarten air raid | | 
d 4 shelter, which held up to 30,000 Ger-| | 
red im mans when United States and British} 
antain air-forces were blasting Germany. The} 
- = big bang only knocked some steel 
orage shutters from windows, the 150-ft. high, | 
under 12-ft. walls remaining intact... . 
* * * 
_Who Ship Fire Causes Apprehension 
valled With the Texas City and Los An- 
hters geles disasters in mind, firemen of 
those Jersey City, N. J., took no chances| 
= with a chemical fire aboard the Amer- | 
— ican President Lines’ freighter “Marine | 
a Fiver,” ot Eter 9, Jersey City, and That’s what you will find in Eureka “Streamlined” 
mobilized a three-alarm assignment of 
Steg: nine engine and five Indder companies, | Fire Hose—no excess weight, but all the required’ 
: together with New York City’s fireboat, 
the “Fire Fighter’, two Coast Guard cut- strength and flexibility. 
the ters and eight tugboats. ° 
crore The fire was discovered at 11:00 A.M. 
by longshoremen in a_ shipment of| “Streamlined” Eureka is the 
chemicals on the forecastle deck of the} 
freighter. About 400 tons of the 6,000-| completely engineered fire hose. 
t the ton general cargo aboard the ship were | 
gust damaged. gal : | Only in Eureka do you find 
ock- \ heavy pall of acrid smoke affected | 
and thirteen firemen who were treated for | Smooth Interior Filler Ply, 
loss smoke and gas poisoning. Fire Chief | : 
Frank Ertle, Jersey City, in charge, which provides maximum 
irom attributed the cause to spontaneous 
| the ignition. nae nozzle pressure. 
lout As a safety precaution, R. C. Randall, " ’ J 
bil- general en of the Erie Railroad, All Eureka Fire Hose 1S mildew-proofed 
nen, ordered all personnel off Pier 8, which 7 i 
con- adjoins the pier where the Marine with the exclusive “Formula X”’. 
hire Flyer was berthed, and where cargo ‘ ‘ ‘ P 
Pan valued into the millions was awaiting Excessive warping or stretching 1S 
expor 
hem — prevented by Balanced Weave - 
the . 
ions New England Chiefs Elect . and Controlled Curing. 
an During the conference of the Inter-| Pre ; 
wht national Association of Fire Chiefs at] \ The rubber lining 1S Bomb 
New York on August 12-22, fire chiefs ™ : 
present from the New England states | Tested for longer life. 
held a business session to elect officers 
but of the newly formed New England NY 
hae Division of the I. A. F. C. 
re he following were elected: President, 
inn Chief Paul Heinz, New Haven, Conn.; \ } 
an Secretary-Treasurer, Chief A. H. Kol- ¢ 2 
au tonski, Rutland, Vt.; and Director to } 
“an the I. A. F. C., former Chief Selden R. | 
* \llen, Brookline, Mass. FRA -~----—— 









The following State Vice-Presidents 
a were named: Maine, Chief H. P. Con- ° erotection life and property” 
a stantine, Bangor; New Hampshire, For greater vo 


"a Chief A. J. Molloy, Nashua; Vermont, E 
: Chief D. J. Kelley, Burlington; Massa- 





. chusetts, Chief A. W. Kimball, Hing- 

+e” ham; Rhode Island, Chief ; J. A. Division of United States Rubber Company 

m- Loughlin, East Providence; Connecti- | 1230 Avenue of the Americas + RockefellerCenter ~* New York 20, N.Y. 
the cut, Chief H. G. Thomas, Hartford. / 
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No. 930 Junior Type Roto-Rays 


SEEING 
IS BELIEVING! 


And these powerful Buckeye signals leave no 
doubt in the minds of pedestrians and motor- 
ists that official vehicles are on the way! 

The revolving red lights of the Roto-Rays 
cut through the glare of street lights, giving 
the exact location of your apparatus and the 
direction in which it is traveling. 

Likewise, the Buckeye Moto-Ray provides 
positive identification of emergency vehicles 
by day or night, throwing its strong red beam 


from left to right 40 times a minute. 





BUCKEYE IRON AND BRASS WORKS 


FIRE DEPARTMENT ACCESSORIES 





No. 931 
Large Type Apparatus Roto-Rays 





No. 950 Moto-Ray 


& 


* DAYTON 2, OHIO 











HOWE Fire Truck Equipment to Meet Every Service 


HOWE FIRE APPARATUS CO. ~~ 





1402 West 22nd Street 
Anderson, Indiana 








| | Persons in the News 


__ Ryan Heads New York Safety 











Division 
Thomas W. Ryan, Buffalo, N. Y. 
police inspector, has been named by 


Governor Thomas E. Dewey as the first 
director of the State Division of Safety, 
created by the 1946 Legislature, with an 
appropriation of $100,000. 

Inspector Ryan, considered one of the 
country’s outstanding experts on traffic 
safety, also has been serving as admin. 
istrative assistant to the Buffalo police 
commissioner. 

Creation of the Division of Safety, 
which is in the Executive Department, 
followed a 1945 safety conference in 
Albany, called by Governor Dewey, at 
which the establishment of such a divi- 
| sion was one of the major recommenda- 
| tions, 
| While traffic safety will be one of the 
| objectives of the new Division, the 
| work of the latter will not be confined 
| to that field. Inspector Ryan, as the 
Director, will soon establish three 
bureaus dealing with safety and accident 
preventioa, fire mobilization and control, 
and police mobilization and activities. 

Governor Dewey will appoint an 
advisory board for each bureau, the 
members of the Boards representing 





izations and state and local officials. 

Inspector Ryan, who is 41, is a native 
of Buffalo. In 1945 for his work in 
decreasing traffic fatalities, he. received 
the National Safety Award. The new 
head of the Division took the extension 
courses in criminology at Hobart Col- 
lege; attended and was graduated from 
the Federal Bureau of Investigation 
School in Washington. He is now 
secretary of the National Academy As- 
sociation, an alumni association of the 
FBI school. In 1941 Inspector Ryan 
received a gold key from the Buffalo 
Chamber of Commerce for outstanding 
civic contribution. He is a member of 
the New York State Police Conference 
and of the International Association of 
Chiefs of Police. The post is expected 
to command a salary of about $12,000. 

Inspector Ryan was a visitor at the 
74th Annual Convention of the Inter- 
national Association of Fire Chiefs in 
New York City. He has many friends 
in the fire service of the state and the 
nation. 


On July 16 last the active career of 
Fire Chief William G. Lutkey, of the 
Oakland, Cal., Fire Department, ended 
with his retirement, after forty-six years 
of service, under the state’s compulsory 
retirement act. 

Chief Lutkey was guest of honor at 
the annual vaudeville show and ball of 
the Oakland Fire Department in the 
Oakland Auditorium on July 26, when 
he was commended on his long and 
active career in the service, which began 
in 1901. After eleven years progression 
through the ranks of the department, 
Lutkey was named Captain in 1912 and 
promoted to Battalion Chief the follow- 
ing year. He became Chief on July 1], 
1927. ; 

As soon as he can get delivery of a 
new car, Chief Lutkey plans a leisurely 
tour of the country. His successor 1s 











James H. Burke. 
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Chief John Gibson to Retire 


A testimonial dinner to Chief John 
Gibson of the Mount Vernon, N. Y., 
Fire Department, will be tendered by 
his friends on November 15 at Glen 
Island Casino, Westchester County. 

Chief Gibson, first and only chief since 
the paid department was formed in 
1923, has announced his_ retirement 
early in 1948. He has been prominent 
in national, State and County fire ser- 
vice circles. 


Chief J. M. Duncan Resigns 


James M. Duncan, Jr., Chief of the 
Alexandria, Va., Fire Department since 
June 15, 1924, tendered his resignation, 
effective August 31, 1947. 

The action climaxed long simmering 
dissension between Alexandria City 
Council and key city officials, which 
boiled over in July, resulting in the an- 
nouncement of resignations also by the 
Chief of Police, an Assistant City En- 
gineer, head of the Sanitation and Main- 
tenance Department and Miss Elizabeth 
Toombs, secretary to Fire Chief Dun- 
can. Another official of the Public 
Health Service threatened to resign if 
his demands were not met by council. 

From reliable sources it is disclosed 
that the basic problem is one of politics, 
wherein the City Council and Chief 
Duncan failed to see eye-to-eye over 
improvements in the fire department. 

Alexandria, which has grown from a 
city of about 18,000 in 1924 to approxi- 
mately 75,000 at present, has lacked 
numerous improvements in its fire force 
and only recently completed two new 
fire stations as part of Chief Duncan’s 
modernization program. 

In his letter of resignation to City 
Manager Carl Budwesky of Alexandria, 
Chief Duncan listed twelve recommen- 
dations which he urged be carried 
through. These included a fire preven- 
tion code, changes in building code; 
establishment of a retirement system; 
enlargement of the fire prevention 
bureau; installation of two-way radio on 
all fire equipment; better maintenance 
of fire hydrants; equalization of salaries 
between heads of police and fire depart- 
ments; completion of improvements at 
the new fire stations; erection of a re- 
pair shop; and appointment of an assist- 
ant to the chief (Chief Duncan has been 
working 24 hours a day, 7 days a week). 





Chiefs Die in Action 


_ Two volunteer fire chiefs died in ac- 
tion while fighting fires in the month 
of July. 
_ In Decorah, Iowa, Carl O. Danielson, 
34, Chief of the Decorah Fire Depart- 
ment, suffered a fatal heart attack while 
directing his crew at a fire in the Canoe 
Creamery and locker plant, ten miles 
northeast of Decorah, and was pro- 
nounced dead on arrival at a hospital. 
The fire, which leveled the plant, did 
$25,000 damage. Chief Danielson was 
a World War I veteran and had been 
head of the department for three years, 
pnor to which he was assistant chief. 
He left a wife and two sons. 
Hubert J. Ingersoll, 43, Chief of the 
Ringgold, N. Y., Fire Company, suc- 
cumbed to a heart attack while fighting 
a fre that consumed the Harold 





Nicholson barn southwest of Pulaski, 


BRIGGS & STRATTON 


AIR-COOLED 
POWER 





capirwent 
The 27-year record of proved performance by more 
than 3 million Briggs & Stratton engines is conclu- 
sive proof of the value of long experience. Today's 
Briggs & Stratton 4-cycle air-cooled engines assure all 
that is best in dependable, trouble-free operation 
— because more experience is built into them than any 
other air-cooled gasoline engines. 


BRIGGS & STRATTON CORP., MILWAUKEE 1, WIS., U.S. A. 


We shall appreciate your ment:oning FIRE ENGINEERING when writing advertisers 


667 

















668 


Riese wee 


4 





The fire demon does not always seek its prey 
close to water which is accessible to the 
pumper. The little "Dual Fire Fighter” quickly 
solves such problems. Easily carried by two 
men to the source of water, it relays water to 
the pumper. The pump is primed by an ingenious exhaust primer in from 15 
to 30 seconds. It will deliver 175 gallons over a hill 30 to 50 feet high and 
through 300 feet or more of 2!/5-inch fire hose. This will supply four 44-inch 
nozzles, each delivering about 40 gallons at 90 pounds. 


In fighting fires direct the "Dual Fire Fighter" can supply two 1|!/2-inch lines 
attached by a "Y" to a 2!/-inch fire hose and will throw 100 gallons at 70 
pounds or 80 gallons at 80 pounds at the pump. 

A true friend in need in case of a fire—will also dewater basements without 
damage to the pump. Simple, sturdy construction. 


‘ 


Complete information in our Bulletin FD-3 Some territory 
open for live distributors. 


THE & uPP | GORMAN-RUPP COMPANY 


BOWMAN STREET . MANSFIELD, OHIO 











When considering your next fire fighting apparatus— 
“Consider Ward LaFrance First.” 


WARD LAFRANCE TRUCK DIV. Elmira, N. Y. 
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| N. Y. His death was attributed to over 
exertion in severe heat, and smoke con- 
ditions. Artificial respiration was ap- 
plied without success following his col- 
lapse. 

Chief Ingersoll had been a member 
of the Ringgold Fire Company for a 
number of years, serving as Assistant 
and driver. He was made Chief of the 
department last April. The barn, which 
was struck by lightning, was destroyed 
with a loss of $6,000. 


Hudson Chief Dies 


Harry J. Connell, Chief of the Hud- 
son, N. H., Fire Department and former 
police chief, died in a Nashua hospital. 
He was active in police and fire service 
circles and had served in the legislature 
from Hudson. 








Chief Robinson Honored 

| Fire Chief Aubrey G. Robinson, of 
Manchester, N. H., has been named a 
member of the newly created New 
| Hampshire State Fire Control Board. 

| The five members of the Board will 
select a candidate eligible for the post 
of state fire marshal. When accepted 
by the Governor, the marshal will be 
appointed at an annual salary of $5,000. 


Heads State Permanent Firemen 


Robert Morton, of Jamestown, N. Y.,, 

| was elected president of the New York 
State Permanent Firemen’s Association 

at the organization’s annual meeting in 

Auburn. Clarence Sheridan, Amster- 

dam, and Robert Mills, Syracuse, were 

elected vice-presidents; Donald M. 

| O’Brien, Auburn, was named secretary- 

treasurer. 


Central Western Ohio Officers 


Carl Morgan of Franklin, and John 
Lloyd of Rockford, Ohio, were elected 
president and _ vice-president, respec- 
tively, of the Central Western Ohio 
Firemen’s Association, at the recent 
association meeting. Roger O’Donnell, 
of Covington, was named secretary and 

| Dan D. Shaurer of Laura, treasurer 


Northwestern Ohio Officers 

Chief Walter McFadden, Bryan, 
Ohio, was elected president and E. V. 
Austermiller, Napoleon, Ohio, was 
named vice-president of the North- 
western Ohio Volunteer Firemen’s As- 
sociation at the recent Convention 
held in Napoleon. 


North Carolina State Fire- 
Fighters Elect 
William H. Copley, of Durham, N. C., 
was elected president of the State Fire 
Fighters Association of North Carolina 


in its two-day Convention at Asheville, 
. %s 


| New York State Officers 


Rosewell D. Miller, of Roslyn 
| Heights, N. Y., was elected president of 
the New York State Firemen’s Associa- 
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tion at the August Convention in Cat- | 
skill. Other officers elected were Arthur | 
M. Hefner, Rochester, first vice pres- | 
ident; Irving J. Wallach, Pelham, sec- | 
ond vice-president; Eugene M. Braun, | 
Eggertsville, secretary and George F. | 
Cornell, Brooklyn, treasurer. 





Great Lakes Div. Elects 

At a meeting of the Great Lakes Divi- | 
sion of the International Association of 
Fire Chiefs held during the conference 
in New York, the following officers 
were elected: President, Chief Merle W. | for the 1. A. F. €.. you doubtless saw the 
Gifford of Boardman Township, 
Youngstown, Ohio; First Vice-Pres- 
ident, Chief C. A. Crosier, Battle Creek, | 
Mich.; Second Vice-President, Chief 
Russell Wright of East St. Louis, IIL; 


Secretary-Treasurer, Chief Ray H. PHENS O, 
Earle, Massillon, Ohio; International | TE) 

Director, Chief Edward E. Wischer, 
Milwaukee, Wis. 

State Vice-Presidents elected include | 
the following: Minnesota, Chief Napo- 
leon Ayotte, Hibbing; Wisconsin, Chief 
August C. Miller, Wisconsin Rapids; | 
Illinois, Chief Roy Alsip, Champaign; | 
Michigan, Chief Frank Durbin, Hazel 


Park; Indiana, Chief Joseph Willardo, GOODNER MODEL 


East Chicago. 
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Glass for Skylights | 
To the Editor: 
On Page 109, No. 13, of “Ques- | 
tions and Answers for Lieutenants | 
and Captains,” the following state- 
ment is listed as “false’’: “Wire glass 
should always be used for skylights 
wer stairwells.” Why is it “false’’? 
Would not wire glass prevent shat- 
tered glass from falling on the stair- 
well and therefore make the statement 
‘true’? Ge 








inswer: Wired glass is unsatisfactory 
for skylights over stairwells in certain 
types of buildings, for it will not break A 
readily, when pone Pousge by heat, and ND you may have observed some of the work of our Educational 
permit smoke and heat toc pass to the ° . . 
Mmosphere above. ; Director, who conducted the first RESUSCITATION CLINIC in the history 
For example, in the new rules sug- of the Association. 
gested for protection of hotels, it is rec- 


ommended that plain glass be used over 
elevator and other shafts, so that in the ‘ P ° ° 
event of fire, the glass will. break UT if not, then write today for information on how you can now do a 
quick!) ene permit automatic venting better job of resuscitation by lowering your operation pressures when you 
of the shatt. . ° ee 

have a patient with an injured chest or a blue born baby. Also learn about 


the provision for mixing air with oxygen as the patient recovers. 


Factors for Deluge Gun 


a ee WOULD YOU LIKE A DEMONSTRATION? 


Would you be kind enough to give | 
me the “constant” used in figuring | 
the pressure and discharge from a | 
four-way deluge gun using 2%4-inch | 
hose and 1%-inch, 134-inch and 
2-inch tips. L. J. B. 


} 
Inswer: No constant has been de- | 


veloped for figuring discharge and pres- | 
sure on a four-way deluge nozzle. 

he usual procedure is to combine 
each pair of parallel lines into a single 


line of 21%4-inch hose, and then solve for | 
the gun on two parallel lines of 2%4-inch | Makers of the Harger Breath Test for Alcohol 








It will help if you will mention Fire ENGINEERING when writing advertisers 

















670 


hose using the proper value of K there- 
for. Thus if you had four 500-foot lines 
of 2%-inch hose feeding a deluge gun 
equipped with 1%-inch nozzle, we 
would combine each pair of parallel 
lines and the result would be two lines 
of 2%-inch hose, each 139 feet in length 
feeding a 1%4-inch deluge gun. The value 
of K for such a gun, supplied by two 
2%-inch lines, is .135. 


Engine Pressure for Long Stretch 
To the Editor: 

I am writing in regard to one of the 
answers published in the February 
issue of FrrE ENGINEERING, namely : 

“If a %-inch nozzle is employed at 


50 pounds nozzle pressure, a pumper 
operating at 250 pounds engine pres- 
sure should be able to deliver water 
through about 24,400 feet of 24-inch 
hose.” In the next paragraph you 
went on and clearly showed how you 
arrived at these figures. However, 
they are so far removed from the an- 
swer that the pump ‘operators and 
myself arrived at here that I felt com- 
pelled to write to you. 

In this department we operate with 
a nozzle pressure of 50 to 55 pounds, 
this pressure being derived from a 
series of simplified formulae. For 
example, our formula for a %-inch 








parate pulley from 





no danger of failure. 


Mounted directly on motor 
block in a rigid position they 
instantly respond to full blast 


in a fraction of a second. 


H.O.R. SIREN CO. 
40 BROADWAY 
NEW BRIGHTON 
STATEN ISLAND, N. Y. 





IREN—Siren shall be of type A-2 H.O.R. or equal mechanical siren driven “D 
fan shaft, or equal drive, and equipped with approved foot control. _ 


—One approved approximately 10” chromjum-p 











New York and many other cities get 
the SIREN THEY WANT by SPECIFYING 


H.0.R. 


Specify the H.O.R. mechanical siren and you get the results 





MECHANICAL 
SIREN 


of our many years of research in the field, in order to obtain 
a siren, simple in construction, and safe at high speed with 
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nozzle is 50 plus 3 for each hundrej 
feet of 2%4-inch hose. The 50 bei 
the basic pressure and the 3 the frie. 
tion loss per hundred feet. To dem. 
onstrate this, imagine a layout of & Indic 
feet using the %-inch tip. 800 di. 
vided by 100 equals 8, multiplied by 
3 (friction loss) equals 24, plus § 
(basic pressure) equals 74 pounds 
pumping pressure. 

This is applied for all sizes of noz-& 
zles. A 3%-inch tip is 50 plus 5; an 
inch tip is 60 plus 10; an inch andi 
one-eighth is 40 plus 20; an inch and 
a quarter is 50 plus 25. These for. ie 
mulae are memorized by all pum fil 
operators, and knowing how much 
hose is in service a few moments of 
mental arithmetic enables them to de 
liver the required 50 to 55 pounds 
nozzle pressure. 

According to this system, which 
has proven very satisfactory over af New 
period of years, 24,400 feet of hose 
using a %-inch tip, would require a 





A new 
tion of | 
battery | 
Lite 


















: Illinois, 

pumping pressure of 782 pounds. portabl 
} a K. R. lamp. 

, Answer : The answer as published in This 
Fire ENGINEERING, concerning the maxi-§ windov 
mum length of 2%-inch line which § each v 
could be supplied by a pumper at 25( § gravity 
pounds pressure, where a %-inch noz- § white < 
zle is employed, is approximately cor- J is dow 


rect. when | 





As verification, we have checked the J tery 1s 
experimental data prepared by the late j ball is 
John R. Freeman, who is considered the § charge 
authority on fire streams. His tests are J balls 1 
the basis of practically all fire depart- In t 
ment friction loss tables today. when 

The smallest flow covered in _ his 
tables is 63 gallons per minute. N 

His figures show that with such a | 
flow the friction loss in 2%4-inch hose is The 
9 pounds per thousand feet, or approxi- } Inc., | 
mately 1 pound per hundred feet. new 

You will appreciate that this flow, | catalo 
while even larger than that considered } the w 
in the problem as published, gives a } and s 
friction loss of less than one-third that ] witho 
which you consider. Wate! 

claim 
nozzl 

Veterans’ Preference Law for | detail 

Florida Gian 


The Florida state legislature has re- } Static 
cently enacted a state-wide veterans’ 
preference law applying to all cities 
within the state having civil service pro- 
grams. The law provides that five points Me 
shall be added to the final examination | Boul 
grades of honorably discharged veter- | a si» 
ans, provided that they first achieve a } trati 
passing grade in the examination, and } This 
that ten points shall be.added to the } radix 
grades of disabled veterans, wives of ] is p: 
disabled veterans, and widows of de- | part 
ceased veterans. It further provides } had 
that, in the case of disabled veterans 
whose disability is rated by the Veter- 


ans’ Administration as 30 per cent or B 
more, such veterans are to be placed at 
the head of the eligible list, except for A 


positions in_ professional and scientific Bat 
services for which the entrance salary Bul 
is over $3,000 a year. The law also pro § 24, 
vides that veterans shall be given pref- in 


erence in reinstatement, reemployment, §f ¢,. 
and in retention in the event of reduc- § \,,.. 
tion in force. —- 
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Indicating Battery Hand Lamp 


A new simple way to solve the ques- 
tion of how much charge remains in a 
battery has been developed by the U-C 
Lite Manufacturing Co. of Chicago, 








New U-C Lite Which Indicates Battery 
Charge 


Illinois, in its Big Beam Model No. 311 
portable rechargeable electric hand 
lamp. 

This new lamp has three transparent 
windows, one for each battery cell. In 
each window there are three specific 
gravity ball indicators, one green, one 
white and one red. When the green ball 
is down, the battery is 5% discharged; 
when the white ball is down, the bat- 
tery is 50% discharged; when the red 
ball is down, the battery is 95% dis- 
charged; when fully charged all three 
balls rise to the water level line. 

In this way the lamp tells the user 
when its battery needs recharging. 





New Baker Equipment Catalog 


The J. M. Baker Pattern Company, 
Inc., Providence, R. I., has released the 
new Baker Fire Fighting Equipment 
catalog A-100. It pictures and describes 
the wide line of Baker cellar, roof, dock 
and ship pipes now furnished with or 
without the “Baker Atomic Wonder 
Water Fog Nozzle”. The latter is 
claimed to be the smallest effective fog 
nozzle. The catalog also describes in 
detail Baker shut-off nozzles and Little 
Giant Play pipes; Baker Portable Tur- 
ret Pipes and Baker Gear Trained 
Stationary Turret Pipes. 





Motorola FM Handie-Talkie 


Motorola, Inc., of 4545 Augusta 
Boulevard, Chicago 51, IIl., has issued 
a six-page folder describing and _illus- 
trating their new FM Handie Talkie. 
This compact, hand-carried two-way 
radio set weighs only 8% pounds. It 
is particularly well adapted to fire de- 
partment usage. Copy of folder can be 
had for the asking. 


Barton-American Centrifugal Fire 
Pump 
American Marsh Pumps, Inc., of 


Battle Creek, Mich., has just issued 
Bulletin 8733, which is an urusually 
attractive folder describing the Barton- 
American duplex-multistage centrifugal 
fire pump, of sizes 500, 600 and 700 gal- 
lons per minute. The bulletin not only 
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OKLAHOMA CITY 


Goes (Gun) 


Twelve (12) new C-500 Circul-Air Hose Dryers have recently 
been delivered to the Oklahoma City Fire Department. They 
will be installed in 8 of the wine new Fire Stations, authorized, 
with other equipment, to completely modernize the Department 
under a $1,250,000 building and equipment program. Chief 
George R. McAlpine decided to 
eliminate hose towers and racks on 
all new stations after investigating 
the 8 Circul-Air 
units installed at 
Memphis, Tennes- 
see. 


(kcus er THE AIR-CONDITIONING 
ra * FIRE HOSE 
DRYER 


® Saves building costs — 
Improves design 


a. 
la 








® Dries hose in a few hours 


® Saves space —Fits in any 
corner 


® Keeps all hose in service 
® Ideal for hose storage 


® Lessens the need for large 
hose reserve 


®@ Makes good hose last 
longer 


Sif OS tea TE Fe Eliminates the hard work 


ARE YOU BUILDING 
A NEW STATION? 


Get our new 24-page booklet! Shows illustra- 
tions and plans of smart, new, functionally 
designed fire stations. Needed by every 
Building Committee, Fire Chief and Fire 
Department Architect. Your free copy is now 
available. 


WRITE FOR FREE BOOKLET} 


THE CIRCUL-AIR CORPORATION 
575 E. MILWAUKEE - - - DETROIT 2, MICHIGAN 





rire s TATION pEsIGN 





describes the pump but gives technical 
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ELKHART 


DEPENDABLE EQUIPMENT FOR 
EVERY FIRE DEPARTMENT NEED 





Do not buy equipment without first 
consulting the Elkhart catalog. Let 
it be your guide to quality products. 


PARTIAL LIST OF ELKHART PRODUCTS 


Leader line sets - Hose pipes + Playpipes 
and holders + Spanners + Nozzles of all 
kinds » Axes + Couplings + Shut-off Noz- 
zles - Extinguishers - Hose clamps - Fire 
hose test pump + Fire hose couplings + 
Hydrant gates - Pump valves. 


ELKHART BRASS MANUFACTURING CO., Inc. 


ELKHART, INDIANA 











A 


FOR BLOWERS 


AN 





430 Nebraska St 


OSHKOSH, WIS. 











| 
| 


} 


FIRE ENGINEERING 


details on its operation. Colored dja. 
grams show how the pump operates, 
how the water travels through it, and 
how various pressures and capacities 
are secured. The copy is available for 
the asking. 


Booklet on Fire Station Design 

The Circul-Air Corporation of De. 
troit, manufacturers of the Circul-Air 
fire hose dryer, announce the publica- 
tion of a 24-page booklet on fire station 
design. This brochure is the first of a 





FIRE STATION DESIGN 


A Symposium of ldeas Dlans aad Shetohes 
for Ceber Howsng of Fire Fightng Equipment 
and Persoane!~Submitted by L Ailects 
Fore Chie; and Technical Writers APF i liated 
with the Fire Service ~ 





The CIRCUL-AIR CORPORATION 
S78 6 @rewewere ©) BEreerr farce 











series of books depicting perspective 
drawings, floor plans and ideas sub- 
mitted by leading architects, fire chiefs 
and technical writers affiliated with the 
fire service. 

The book is available, free of charge, 
to all municipal officials, fire chiefs, ar- 
chitects or other parties interested in 
planning néw fire structures. It shows a 
wide range of design with plans suit- 
able for fire departments of any size. 
Many bungalow stations are shown, as 
are central headquarters and municipal 
buildings with fire ard police depart- 
ments, 

Editorial matter includes articles by 
Roi Woolley, the late George Ernest 
Robinson and a bulletin on Station De- 
sign by the National Board of Fire Un- 
derwriters. 

In the booklet are included colonial, 
Cape Cod, conventional and modern de- 
sign. Spanish treatment and other local- 
ized styles will be treated in subsequent 
issues. 

Copies of the “Symposium” may be 
had by addressing a letter or card to the 
Circul-Air Corporation, 575 East Mil- 
waukee, Detroit 2, Michigan. 





Quaker Rubber Announces Changes 


Quaker Rubber Corporation, Philadel- 
phia, Penna., have announced the ap- 
pointment of A. Harold Smith as New 
York District Sales Manager, and P. H. 
Potts as New York Branch Manager, 
with headquarters in New York City. 

Mr. Smith has served Quaker as man- 
ager of their Belting Division and assis- 
tant sales manager in territory contacts. 

Mr. Potts resumes his office after his 
temporary wartime activities in special 
sales work for Quaker. * 
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New Ansul Extinguisher 


A new 4-pound model dry. chemical 
fre extinguisher, known as the Ansul 4, 
‘*; announced by the Fire Extinguisher 
Division of Ansul Chemical Co., Marin- 











Ansul Dry Chemical Extinguisher 


ette, Wisconsin. The extinguisher, 19% 
inches long and 3% inches in diameter 
and light in weight, is designed for ef- 
fective use by inexperienced operators, 
according to the manufacturer. 

Like all Ansul dry chemical extin- | 
guishers, this latest addition to the An 
sul line is suitable for extinguishing fires 
in flammable liquids, gases, solids and 
electrical equipment and also for con- 
trolling fires in ordinary combustibles. 
The extinguishing agent used, Ansul 
Plus-Fifty Dry Chemical, is claimed to 
be non-toxic, non-corrosive, non-abrasive 
and a non-conductor of electricity. 


"Whose Responsibility?" 

lo aid leaders in every community in 
the United States to plan their Fire Pre- 
vention Week observances as well as 
year-around fire prevention campaigns, 
the National Board of Fire Underwriters 
has just published a new brochure, en- 
titled “Whose Responsibility?” 

The brochure, which includes a full- 
size reproduction of the Fire Prevention 
Week poster, is intended to serve as a 
guide to help state and municipal off- 
cials, members of insurance organiza- 
tions, civic clubs and other key groups 
implement the recommendations of Pres 
ident Truman’s Conference on Fire Pre 
vention 

The brochure gives detailed steps 
which community leaders can take to 
work out effective campaigns to reduce 
the drain on life and property in their 
cities. It emphasizes the importance of 
getting organized public support for all 
efforts to increase public safety from 
hre 
_ Copies are being mailed to 50,000 local 
Msurance agents, to field clubs, boards 
and bureaus, 3300 trade associations, 
11,000 women’s clubs, to 17,000 schools, 


3500 fire chiefs, and more than 12,000] 


Magazines and newspapers 
Included with the brochure is an or- 


der blank for Fire Prevention publica- | 
tions which are being offered by the| 
National Board within the limits im- 


posed by the paper shortage 
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"0 99 
y Says 


Factory Mutual Laboratory 






Green-Bak Salvage Covers 
TOP EVERY TEST! 


“We have completed our re-examination of 
Shuredry Green-Bak water proof covers . . . sample 
was subjected to water penetration, and seepage 
tests and resistance to cracking when folded. We 
are pleased to advise Factory Mutual Laboratories 
approval of this item will be continued.” Factory 
Mutual Laboratories by P. E. Cotton, Chemical 
Engineer. 


The above photo shows how SHUREDRY Green-Bak Salvage 
Covers are used to protect lower floors against elements while badly 
damaged roof is being repaired. Because they are tough, flexible, 
easy and quick to handle, Shuredry Green-Bak is the growing 
favorite of fire crews everywhere. Approved also by National Board 
of Fire Underwriters. 


Order from your Fire Equipment Dealer 
Specify SHUREDRY — Green-Bak Salvage Covers 


FULTON BAG & COTTON MILLS 


MANUFACTURERS SINCE 1870 
NEW ORLEANS ST. LOUIS DALLAS KANSAS CITY, KANSAS 


DENVER ATLANTA MINNEAPOLIS NEW YORK 
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Any style or make of helmet can 
be ordered with SAFTI-SHIELD 
attached. = 


Made of Plexiglas and Aluminum 
—weighs only |4 ounces. 


Position can be changed with a 
flip of the hand. 


, . 
| At the 1.A.F.C. 
| Convention You Saw the 


SENSATION 


Created by the Amazing New 


SAFTI-SHIELD 


Pat. No. 2421427 


Protects firemen's eyes against sparks, heat, cold, wind, flying debris, 
water, chemicals! Shatter-proof, tog-proof, crystal-clear, heat resistant! 
War-tested, lasting, will not discolor with usel 


Request Details—DEALERS & DISTRIBUTORS—Few Territories Available 


FIREMEN’S SAFTI- ‘SHIELD CO., Inc. 


310 Waynesville Avenue Asheville, N.C. 














For Dependability Plus Efficiency 


Specify HALE 





: For reliable, efficient performance 
DEPEND on Hale Fire Pumps. . . built 
in all standard capacities. 


HALE FIRE PUMP COMPANY 


CONSHOHOCKEN, PA. 
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Correspondence 


(Continued from page 658) 

Section 3. Withoyt the fire limits of 
the City of Lima as the same are now 
or may be hereafter established by the 
Council of the City of Lima, the stor- 
age, parking, or housing of any loaded 
or partially loaded tank wagon within 
thirty (30) feet from any building on 
adjoining property is hereby declared 
to be unlawful and the same is hereby 
prohibited; provided, however, that 
such tank wagon may be loaded or un- 
loaded within such limits for the time 
strictly necessary to accomplish said 
purpose and for said purpose alone. 

Section 4. No tank wagon shall be 
housed in any building or garage unless 
such building or garage is supplied with 
proper means of ventilation for escape 
or discharge of fumes to the outer air. 

Section 5. Any person, firm, or cor- 
poration violating any of the provisions 
of this ordinance shall be deemed guilty 
of a misdemeanor and upon conviction 
thereof, shall be fined in any sum not 
to exceed One Hundred Dollars 
($100.00). 

Section 6. That fer the reason set 
forth in the preamble hereto which is 
made a part hereof, this ordinance is 
hereby declared to be an emergency 
measure and shall take effect and be in 
force forthwith. 


Resolution No. 2 


AN ORDINANCE: REQUIRING THE REPORT- 
ING OF ALL FIRES OCCURRING WITHIN CER- 
TAIN TYPES OF ESTABLISHMENTS WITHIN 
THE City oF LIMA AND _ PRESCRIBED 
PENALTIES FOR THE VIOLATION THEREOF. 


WuereEAs: In order to preserve the 
public safety of the City of Lima, it is 
deemed advisable to have all fires oc- 
curring in certain types of establish- 
ments reported to the Fire Department 
of the City of Lima even in cases where 
said fires may have been extinguished 
or may have been considered to have 
been extinguished prior to the time 
when said Fire Department would or- 
dinarily be summoned and whereas, it 
is necessary to prescribe certain penal- 
ties for the violation of this require- 
ment; Now, Therefore, 

BE IT ORDAINED BY THE COUNCIL OF THE 
City oF Lima, Onto: 

Section 1. Whenever a fire shall 
occur in any hotel, restaurant, store, 
hospital, church, school, theatre, public, 
or in any mercantile establishment of 
any kind in the City of Lima, Ohio, it 
shall be the duty of the owner, manager, 
or person in control of such place upon 
discovery of same to immediately cause 
notice of the existence of such fire and 
the location thereof to be given to the 
Fire Department of the City of Lima, 
Ohio. 

This requirement shall not be con- 
strued to forbid the owner, manager or 
person in control of the aforementioned 
establishment to use all diligence nec- 
essary to extinguish such fire on said 
premises prior to the arrival of the fire 
department. 

Section 2. Any person, firm, or cor- 
poration violating any of the provisions 
of this ordinance shall be deemed guilty 
of a misdemeanor and upon conviction 
shall be fined in any sum not less than 
Fifty Dollars ($50.00) nor more than 
One Hundred Dollars ($100.00). 

Section 3. This ordinance shall take 
effect and be in force from and after the 
earliest period allowed by law. 
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Eastern Association Meets 


The Eastern Association of Fire 
Chiefs held its 20th Annual Conference 
Monday, August 18, 1947, at the Hotel 
Pennsylvania, New York City. 

The gathering, which included 356 
registered members, with perhaps again 





And Now It's "Chief Fenchen" of the Hotel 
Pennsylvania 
John A. Fenchen, Sales Manager of Hotel Penn- 
sylvania, is shown above being inducted as a 
“Junior Chief”? upon the occasion of the conven- 
tion of the Eastern Association of Fire Chiefs. 
recently held at the Hotel Pennsylvania. 
“Charley” Clark, Secretary of the Eastern Asso- 
ciation, places the hat on John Fenchen’s head 
as Deputy Chief John J. T. Waldron of New 
York looks on. 


that number of guests, was timed to 
dovetail with the 74th Annual Confer- 
ence of the International Association of 
Fire Chiefs, which opened the following 
day. 

The conference was called to order by 
Chief William G. Wandras, President. 
Following the irvocation and the sing- 
ing of the national anthem the members 
were welcomed to the city by Deputy 
Fire Commissioner Harry M. Archer, 
for Fire Commissioner Frank J. Quayle, 
who was unable to attend. “Doc” Arch- 
er, who numbered many friends among 
the chiefs, spoke of the good old days 
and felicitated the delegates upon their 
deliberations. 

The reply to the Commissioner’s ad- 
dress of welcome was delivered by for- 
mer Chief of the Arlington works, 
Charles Greenfield, of Arlington, N. J. 
After this came routine business of the 
conference and the first business address 
of the day by Herbert A. Friede, who 
described the “latest development in ra- 
dio fire alarm communication,” a new 
device which serves much the same as 
the conventional corner fire alarm box 
but transmits its signal by radio rather 
than by wire circuits, at the same time 
sounding warnings for alerting the near- 
est law officer. 

The address “Today’s Problems in 
Selling Your Fire Department” by Chief 
Roi Woolley, Assistant Editor Fire 
ENGINEERING, was deferred in favor of 
Mr. Friede’s demonstration. It will be 
included in the printed proceedings of 
the Convention. 

The afternoon’s session opened with 
an address by Edgar A. Spotz, Adviser, 
Fire Service Training, Pennsylvania 
Public Service Institute, entitled “Fire 
Training in Pennsylvania.” Motion pic- 
tures of the Pennsylvania State Fire 
School were shown by R. C. Heagy, 
Lancaster, Pa., after which Chief Joseph 
J. Scherer, Hammond (Ind.) Fire De- 
partment spoke on “The Place of Car- 
bon Dioxide in Municipal Fire Fight- 
ing 
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GIVES DOUBLE PROTECTION 
FOR TOUGH FIRE HAZARDS 


DOUBLE—because the Cardox method of engineered application and 
control makes it entirely practical to provide enough fire-killing carbon 
dioxide to give “‘double-shot” safety to the largest hazard protected, multiple 
shot protection to other hazards covered by the system. This ample reserve 
that means uninterrupted protection after fire has been extinguished is a 
recognized principle of sound Cardox fire engineering. 
DOUBLE—because mass application of Cardox CO, in pounds or tons means 
less fire damage. Burning time is cut to a minimum. Non-damaging carbon 
dioxide cannot harm costly equipment or material in process. There is no 
after-fire clean-up to cause costly production delays. 

Cardox Fire Extinguishing Systems use low-pressure carbon dioxide— 
stored at 0° F. and relatively low pressure in a single, compactly designed, 
centrally located Storage Unit that holds from 4 to 125 tons. The Cardox 
method of application and control and Cardox engineered equipment have 
broadened both the performance and protection scope of carbon dioxide— 
providing all the proved advantages of CO, extinguishment for tough fire 
hazards, single or multiple, large or small, indoors or out. 

Why not determine for yourself whether this broadened application of 
carbon dioxide by Cardox Systems or mobile equipment may not be the 
most effective answer to the fire problems that concern you? Write for 
Bulletin No. 1997. 


CARDO X cOR PORATION 
BELL BUILDING +¢ CHICAGO 1, ILLINOIS 


District Offices: New York + Philadelphia + Pittsburgh + Cleveland + Detroit + Los Angeles 
San Francisco + San Diego 





CO2 FIRE EXTINGUISHING SYSTEMS 


We shall appreciate your mentioning Fire ENGINEERING when writing advertisers 

















676 








“HAHN” tire APPARATUS 


SINCE 1907 


FINEST IN THE WORLD * STREAM- 
LINED * BALANCED CHASSIS * 
AMPLY POWERED * VERY EFFICIENT 
PUMPS WITH PLENTY IN_ RESERVE 


HAHN MOTORS. Inc. 


HAMBURG, PA. 

















SLEEPY 


BATTERIES 








TUNGAR* 
CHARGER 


“\& WITH AN EASY-TO-USE 
> Sm 
Your fire trucks will alwavs be ready for quick- 
action starts if you have an efficient Tungar charger 
handy. It’s a heavy-duty rectifier that can charge 
one 6-volt battery at 6 amperes, two 6-volt bat- 
teries at 3 amperes, or a 12-volt battery at 3 am- 
peres. Just attach clips to battery terminals, and 
give the battery a boost right in the truck. 

We'll gladly send more details. Just write to Sec- 
tion A95-935, General Electric Company, Bridgeport 
2, Connecticut. 
*Trade-mark Reg. U.S. Pat Of. 


GENERAL @ ELECTRIC 
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An amusing interlude in the confer. 
ence came when, with appropriate cere. 
monies, Mr. John A. Fenchen, General 
Sales Manager of the Hotel Pennsyl. 
vania (Convention Headquarters), wag 
duly initiated into the fire service and 
presented with the “badge,” and other 
regalia of a full-fledged fire chief. 

Two further papers were discussed in 
the afternoon session; one had for its 


| subject the “Importance of Inspections 


by Fire Departments” and this was 
handled by Leon Watson, Newark 
Schedule Rating Bureau. The other, de- 
livered by Hubert Walker, Manager, 
M. F. A. Sales Engineering Department, 
American-LaFrance-Foamite Corp., El- 
mira, was captioned “What Firemen 
Should Know About Ladders.” 

Chief Wandras recounted the progress 
of the Association in his President’s ad- 
dress, following which there were the 
customary committee reports, reading of 
resolutions and the simple memorial 
services for the deceased members, 
Prayer was delivered by Rev. Frederick 
R. Frohnhoefer, S.J., St. Francis 
Xavier’s College, New York City. 

There was no change in the officers 
of the Association. They remain—Pres- 
ident, Chief Wm. G. Wandras, Kearny, 
N. J.; First Vice President, Chief Ru- 
dolph Swanson, Jamestown, N. Y.; Sec- 
ond Vice President, Supt. Herbert 
Friede, Washington, D. C.; Treasurer, 
former Chief George L. Mitchell, East 
Orange, N. J., and Secretary, former 


Chief Charles E. Clark, Wayne, Pa. 


Southwestern Chiefs to Meet 

The Southwestern Association of Fire 
Chiefs is planning a big convention to 
be held in Oklahoma City on November 


| 3-4. The convention headquarters will 


be the Huckins Hotel. 

A large attendance is expected, and a 
very fine program has been completed 
for this meeting. 





The Cover Picture 


Reminiscent of a miniature “A-bomb” 
blast was the explosion of chemicals 
during the fire in the Cartier Chemical 
Co., Ltd., at Lachine, Canada (a suburb 
of Montreal) which sent firemen and 
spectators scurrying for safety, as 
shown in the cover picture of this issue. 

The fire, consuming large quantities 
of chemicals used in the manufacture 
of soap products, destroyed the plant 
with loss estimated at $200,000. Chief 
Mickie of Lachine is the retiring pres- 
ident of the Dominion Association of 
Fire Chiefs. 





July Fire Losses 
Destruction by fire in the United 


| States during July was estimated at 
| $49,357,000, an increase of 20.4 per cent 
| over losses of $40,998,000 incurred dur- 


ing July a year ago, it was announced 
by W. E. Mallalieu, general manager 0 
the National Board of Fire Under- 
writers. July’s estimated losses were 
2.9 per cent lower than losses of $50,- 
840,000 during June. 

July’s losses brought the total de- 
struction for the first seven months of 
1947 to $418,633,000, an increase of 23. 
per cent over losses of $338,304,000 for 
the first seven months of 1946. 

United States fire losses for the 12 
months period ending July 31 were esti 
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mated at $641,816,000, which for the 
seventh time this year set a new high 
record for fire losses in a 12-month 
period. This is an increase of 21.9 per 
cent over losses of $526,188,000 for the 
12 months period ending July 31, 1946. 

These estimated losses under fire in- 
surance policies are on an_ incurred 
basis, including an allowance for un- 
reported and uninsured losses. 


President's Proclamation on 
Fire Prevention Week 


On August 14th, President Harry 
Truman issued a proclamation urging 
the public and various organizations to 
cooperate in reducing the nation’s fire 
loss, not only during Fire Prevention 
Week, but during the other 51 weeks as 
well. 

The 
follows: 


substance of the proclamation 
3¥ THE PRESIDENT 
OF THE UNITED STATES OF AMERICA 


A PROCLAMATION 


WuereaAs each year preventable fires 
claim the lives of thousands of our citi- 
zens, both young and old, and cause 
permanent disability or painful injury 
to countless others; and 

WuereAs the destruction by fire of our 
natural and created resources has almost 
doubled during the past decade, and 
cost this nation more than five hundred 
and 


sixty million dollars in the year 
1946; and 
WuerEAs this ravage, if unabated, 


threatens an even more calamitous loss 
of life and waste of material wealth; and 

WuerEAs the program promulgated at 
the President’s Conference on Fire Pre- 
vention held at Washington in May 
1947 is designed to assist in stemming 
the tide of death and destruction from 
fires: 

Now, THEREFORE, I, Harry S. TRUMAN, 
President of the United States of Amer- 
ica, do hereby designate the week be- 
ginning October 5, 1947, as Fire Preven- 
tion Week. 

I earnestly request every citizen to 
eliminate all possible causes of destruc- 
tive fire in his home and in his place of 


business, and I urge that vigilance 
against fire be extended beyond Fire 
Prevention Week and zealously con- 
tinued throughout the year. I invite 


State and local governments, the Cham- 
ber of Commerce of the United States, 
the National Fire Waste Council, the 
American National Red Cross, business 
and labor organizations, churches and 
schools, civic groups, and agencies of the 
Press, the radio, and the motion picture 
industry to cooperate fully in the ob- 
servance of Fire Prevention Week with 
the objective of initiating a fire preven- 
tion campaign continuing throughout 
the year. I also direct the appropriate 
agencies of the Federal Government to 
assist in every feasible way in arousing 
the public to the seriousness of the fire 
problem, 


Cotton Bales 

page 657% 

eventually producing smoky burrowing 

fires that are difficult to extinguish. 
Preliminary tests at the experimental 

Station of the Factory Mutual Labora- 


tories at Norwood, Massachusetts, show 
that the new dusting method is effective 


(Continued from 





You, Too, Will Praise the 
Way an INDIAN FIRE PUMP 


Does a Job! 


Once you have used these famous, clear water ex- 
tinguishers you will say there is nothing like them for 
fighting fires in buildings, on roofs, and grass, forest 
Big rust proof tank holds 5 gals. Any 
water supply serves for quick filling. Easy pumping 


and field fires. 


throws 30 to 50 ft. pressure stream or nozzle adjusts 


to spray or fog mist. 


SEND FOR CATALOG 


D. B. SMITH & CO. 41 main st. - Utica 2, New York 


PACIFIC COAST BRANCHES 


HERCULES EQUIPMENT & RUBBER CO 
435 Brannan St. San Francisco, Cal 


ROY G. DAVIS CO 


617 E. Third St 
Los Angeles 13, Cal 


FRED E. BARNETT CO 
2005 S. E. 8th Ave 
Portland, Ore 


FREDE 
Broadway & Harris St 


MILL & MINE 


FRED E. BARNETT CO 


600 Spring St 
Klamath Falls, Ore 


2700 Fourth Ave. S 
Seattle, Wash 


BARNETT CO 


Eureka, Cal 
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“IT DID A 
FINE JOB" 


D. B. Smith & Co. 

Utica, N. Y. 

I received my INDIAN FIRE 
PUMP yesterday and today | 
helped to fight a fire in a two 


story building. The INDIAN did 


a fine job and showed itself up in 


great shape and I have had 
several people ask me where I 
got it. I think you have a fine 


fire fighter in this INDIAN FIRE 
PUMP. 


(Signed) 


Wesley 


Holcomb 





CANADA AGENTS 


BINGHAM & HOBBS 
EQUIP. CO 
395 W. Sth Ave 
Vancouver, Canada 
DUKE EQUIP. CO 
297 Duke St 
Montreal 3, Canada 
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HALE FZZ 
PUMPING UNIT 


With a Direct- Connected 
4-Cycle Air-Cooled Engine 


READY FOR USE 
RUGGED 
POWERFUL 
PORTABLE 





Pumping Fog and Solid Stream 
Through 1," Lines 





Can Be Easily Carried. Also Avail- 
able Strap-mounted or on Wheels 


Pumping Foam. Built-in Foam 
Proportioner Available, if Specified 


Here's a pumping unit every Fire Com 
pany should owr the new Hale Mode 
FZZ, ready for prompt delivery. 
| jea th | t streams 
foa r Juid toar *(Foam proportioner 
Ouilt in wf pe hed Can ber unted 
apparatu naking it possible to fight 
f f. tuipment. CAPACITY 
60 Gal st 90 Ibs. pressure; 


150 G.P.M. at 30 lbs. cressure 


*Write for FZZ Folder and new 
Bulletin on how to use Foam 
with FZZ Unit 


HALE FIRE PUMP COMPANY 


CONSHOHOCKEN, PA. 


Fire Pumps in all Standard Capacities 























in preventing ignition from small ex- 
ternal sources such as sparks or match 
flames. When exposed to heat under 
such conditions, the sodium bicarbonate 
powder releases an inert gas that re- 
duces the oxygen content so that ig- 
nition does not occur. 

Cotton bales dusted with sodium bi- 
carbonate are not subject to the char- 
acteristic surface flash fires which usu- 
ally occur and quickly involve all the 
exposed bales in the storage unit. 

Che powder is not expected to inter- 
fere with manufacturing as it will be 
blown from the fibers in the normal pre- 
liminary processing, and has no abra- 
sive or corrosive action on bearings or 
machine parts. 

Further tests are now under way to 
work out the practical details as to 
method of application, the grades of 
sodium bicarbonate best suited, and the 
minimum amount required per unit of 
surface area, 


Fire Extinguishers 'Zoned" for 
Efficiency 


In an effort to overcome some of the 
drawbacks attendant upon the scatter- 
ing of first aid fire fighting equipment 
in industrial plants, the Reliance Divi- 
sion, Eaton Mfg. Co. (No. 2 Plant) in 
Massillon, Ohio, working with the 
Massillon Fire Department, Chief Ray 
H. Earle, has installed a “zone system” 
of placement for such equipment. 

Previous custom (too generally fol- 
lowed today in many plants) has been 
to locate fire extinguishers and other 
fire control appliances throughout a 
plant, staggering different types so that 
one kind would be near certain ma- 
chines or hazardous sections, Too fre- 
quently, such appliances, hung indis- 
criminately and inconspicuously near 
machinery would be covered with dust 
and dirt, the name plates indicating the 
type of extinguisher would be undistin- 
guishable. In an emergency it was dif- 


ficult to visibly locate the device, and 
when found, to quickly select the right 
fire-fighting task to be 


type for the 
done. 






FIRE ENGINEERING 


In the excitement of a fire it is natural 
for employees, under even the mos 
favorable conditions to pick up a wrong 
type extinguisher, with consequent pos. 
sible delay in checking the fire, and 
damage to plant equipment, if not in- 
jury to the employee. 

The new set up zones, or groups, all 
extinguishers together with other fire 
fighting tools, on a large wall panel, 
strategically located, and painted a dis- 
tinctive color so that it prominent 
stands out in the plant area. Throug| 
habit and contact employees become 
familiat with the panel, and its appli 
ances. 

To overcome the tendency of am 
employe to grab the wrong extinguish- 
er or to cause delay while he attempts 
to decipher indistinct nameplate instruc 
tions for its use a tell-tale sign over 
each extinguisher simplifies selection 
Instead of telling the employe “this is 
a Soda-Acid” or a “foam” extinguisher 
the signs directs him to “use on any 
fire” or “do not use on electrical fires’ 
and so on. 

“With such boards distribute: 
throughout the plant according to occu 
pancy, number of machines, etc.,” says 
Chief Earle, “we feel that we have 
established the fire department in that 
plant just as surely as the time clock 
or the lunch room.” 

First-aid is included in the scheme by 
the addition of a_ suitable  stretche: 
placed at each panel. 

In locations where gas fumes or 
smoke may be a problem, the panel may 
be augmented by one or more canister 
type masks or self-contained breathing 
apparatus. 

The “zone” in the accompanying 
illustration shows (left to right): on 
l-qt. CTC gun; one S. & A.; one non 
freeze type; one foam extinguisher; one 
l-gal. pump CTC; one 15-lb. CO:; one 
axe; one wrecking bar and one stretcher 

“Tt is this sort of work that un 
doubtedly placed Massillon second in 
Ohio and seventh in U. S. cities of 
20,000 to 50,000 in the U. S. Chamber 
of Commerce Fire Prevention contest 
in 1946,” said Chief Earle. But he points 
out that only through cooperation be- 


USE ON 
ANY FIDE 


“Zone Board" Identifies Extinguishers and Their Use 
One of the panels developed by the Massillon Fire Department, Chief Ray Earle, and the Reliance 


Division, Eaton Manufacturing Co., which are 


located strategically throughout the latter plant, * 


facilitate quick, easy selection of the right extinguisher and prevent its misuse. 
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tween plant and local fire forces can 
such improvements be accomplished, 
and he specially compliments E. D. 
Cowlin, general manager; D. R. Keagy 
plant engineer and Sydney Cowlin, 
advertising manager of the Reliance 
Division, Eaton Mfg. Co., for their 
jnitiative in working with his depart- 
ment. Incidentally, Chief Earle reports 
that at least once each year, personnel 
of each fire company inspects every 
plant in their district, taking the appara- 
tus to the factory site. 


l. A. F. C. Conference 
(Continued from page 649) 


Edward Lissman, James A. Doyle 
Merritt E. Yeager and Edward C. 
Russell, representing all religious faiths 
in the New York Fire Department; 
Fire Commissioner, the Hon. Frank J. 
Quayle, and Deputy Commissioners 
James J. Moran, Harry M. Archer and 
Nathan C. Horowitz; Secretary of the 
Department, Harvey Rosen; General 
Chairman, Deputy Chief John J. T. 
Waldron and President Chief Charles 
A. Delaney, First Vice President 
Chief Frank C. McAuliffe, Second Vice 
President Chief Henry R. Chase, and 
Secretary-Treasurer, Chief Daniel B. 
Tierney, of the International Associa- 
tion of Fire Chiefs. 

Fire Commissioner Frank Quayle was 
master of ceremonies and toastmaster. 
The Mayor, Hon. William O’Dwyer, 
was unable to be present because of 
official business. 

Commissioner Quayle spoke of the 
early history of the Association, the 
previous three conventions held in New 
York and praised both the work of the 
Association and of the New York Fire 
Department. 

The Banquet Committee was headed 
by Winford L. Beebe, Acting Battalion 
Chief, Chairman and included as Co- 
Chairmen Hon. Harry M. Archer, De- 
puty Fire Commissioner; and Honorary 
Deputy Chief, Frank K. Kridel. Others 
on the Committee were Deputy Chief 
William H. Taubert; Battalion Chief 
Joseph D. Rooney; Captain Frederick 
J. Muesle and Lieutenant Anton Rada. 

During the entire banquet members 
of the Fire Department Band under the 
direction of Honorary Deputy Chief of 
Department George F. Briegel rendered 
the appropriate musical background. A 
feature, also was the singing of the Fire 
Department Glee Club under its capable 
director, Acting Lieutenant Paul Grif- 
ford. 


"Fire Buff’ Cooperation 


Marking an innovation in conventions 
of the International Association of Fire 
Chiefs was the enlistment by the New 
York Fire Department of the services 
of the Fire Bell Club of New York City. 

The members of the Club, all business 
and professional men and all honorary 
members of the Fire Department, staffed 
the Convention Information Center 
located on the Hotel Pennsylvania 
mezzanine under the direction of uni- 
tormed officers of the Department. 

The Center operated a complete fire 
alarm watch desk during the entire 
convention at which all fires and fire 
department operations were logged for 
the convenience of visitors. In addition, 
through the courtesy of the Fire De- 
partment Museum and Shops, an exact 
replica of a watch station of the “horse- 
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Produces 
Tough Long Lasting 
MECHANICAL 
AIR-FOAM 





TRADE MARK 


INSENSITIVE 


TO 


ANY TYPE NOZZLE 
ANY TYPE WATER 
ANY TYPE WEATHER 


Write for descriptive bulletin 


APPROVED 


FOR USE UNDER 
JOINT ARMY-NAVY SPECIFICATIONS C-266 DEC. 4, 1945 


THE MEARL CORPORATION 


153 Waverly Place, New York 14, N. Y. 

















Special EMERGENCY EQUIPMENT 


... built to your specifications 


Submit your requirements and let Sealand’s 
staff of experts solve your problems. 


12 MAN 
RESCUE TRUCK 


Danbury, Conn. 
Built and Delivered 


Mt. Kisco, N. Y. 
Under Construction 


Built on standard com- 
mercial chassis. Carries 
Men and Flood Lighting 
Equipment, _Inhalators, 
Grappling Hooks, Gas 
Masks, Spare Hose and 
other Equipment. 


THE SEALAND corporation <Sooio83, 


Builders of RUGGED FIRE FIGHTING EQUIPMENT 
and DEPENDABLE FIRE ALARM SYSTEMS 
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VALVES 


ARE BETTER! 





FOR 
FIRE 
ENGINE 
RELIEF 


All Bronze con 
struction. Internal 
Pilot operated. 
(Super - structure 
chrome plated 
when specified.) 





Model 16 WR 


Pressure range 20 Ibs. to 300 Ibs. 
furnished with heating jacket. 







FIRE 
ENGINE 
RELIEF 


VALVE 


WR TYPE 
300 





MODEL 


22 RWR 
TROJAN 


All Bronze — Internal Pilot operated. 
Capacities 0 to 1500 G.P.M. at 120 lbs. 
pressure. Pressure Range 20 Ibs. to 300 
lbs. and 20 Ibs. to 750 Ibs. 


HOSE VALVES 
FOR PRESSURE 


REDUCTION 
ALL BRONZE 


construction 
Internal Pilot 


Sees y 

2 x 2Y2 inch 

a to 3 inch 
3 x 3 inch 











ROSS VALVE MFG. CO. 


INCORPORATED 





P. O. BOX 595 


TROY, N. Y. 
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ROSS 


drawn apparatus era” was exhibited and 
explained to the visitors. 

The Information Center aided in 
handling the details of ticket exchange, 
routing of sight-seeing trips, shopping 
tours, visits to the numerous points of 
interest in the Fire Department, etc. 
Joe Hirschman is president of the Fire 
Bell Club, Among the many interested 
visitors to the Information Center were 
members of other “bell and buffs’ clubs” 
from throughout the nation. 


CONFERENCE NOTES 


One of the highlights of the technical 
program was the showing of motion 
pictures of the atomic bombing of Hiro- 
shima, Nagasaki and Bikini, Although 
the films were held up until all speakers 
had completed their talks on Thursday, 
ind although the noon hour had been 
reached, no one left the hall while these 
remarkable films were run off. It proved 
a fitting climax to this interesting ses- 
sion of the convention. 


The huge attendance at all technical 
sessions of the program was nothing 
short of amazing. Despite the many 
counter-attractions in the City of New 
York, it is estimated that over ninety 
per cent of the active members of the 
\ssociations were present at each busi- 
Even on the last day, 
when many are anxious to complete the 
program and start home, the attendance 
showed no noticeable decrease. 


ness session, 


Exhibitors this year were uniformly 
pleased with the attendance at their 
exhibits. The ideal location of exhibit 
booths just outside the meeting hall 
gave the delegates opportunity to visit 


the exhibits, which they did in large 
numbers. Seldom has an exhibit at an 
International convention been so _ well 


patronized, 


[hat the various features of the con- 
ference were run off so smoothly, and 
without confusion, is largely due to one 


individual—Deputy Chief John J. T. 
Waldron, Chairman of the General 
[.A.F.C. Convention Committee of the 


City of New York. He staged the show 
at Madison Square, with the aid of very 
efficient associates; arranged for the 
banquet, and provided many special ser- 
vices needed in the conduct of the con- 
ference. Incidentally, when Chief 
Waldron was but a young fireman, he 
was in charge of Places of Public 
Assembly for the New York Fire De- 
partment, a task which today is usually 
assigned to a battalion chief. 


Rarely has such fine cooperation been 
extended to our conferences as was 
given by the Hotel Pennsylvania. And 
it is therefore not surprising that the 
delegates were particularly high in their 
praise of the management. John 
Fenchen, Sales Manager, and Edward 
Seidler, of the Statler chain, were par- 
ticularly solicitous of the welfare of 
their guests. 


Never has the Association seen such 
an elaborate reception, or cocktail party, 
as that provided by the National Board 
of Fire Underwriters, Mr. Wilbur Mal- 


lalieu, General Manager. The entire 
ballroom was set up with tables on 
which were placed snacks and other 


“refreshments”. While the program had 
allotted but one hour for this reception, 


FIRE ENGINEERING 


nearly two hours had passed before the 
last of the visitors had departed to get 
ready for the evening performance of 
the “Midnight Alarm”. 


A large number of former fire chiefs 
were extended honorary life member- 
ship by action of the New York con- 
ference. These included the following: 


Chief C. J. DeFields, Windsor, Ont. 
Chief George Sinclair, Toronto, Ont.; 
Chief J. L. Spencer of Saskatoon, Sask.: 
Chief T. J. Kelly, Springfield, Ohio; 
Chief A. W. Jaeger, Ecorse, Mich.: 


Chief John A. Keefe, Detroit; Chief J. 
A. Falkner, South Euclid, Ohio: Chief 
J. M. Griffen, Hamtramck, Mich.; Chief 
FE. J. Cannon, Norfolk; Chief Eugene 
Clark, Cullman, Ala.; Chief William G, 
Lutkey, Oakland; Chief A. H. Lank- 
ford, Glendale, Cal.; Chief W. H. 
Pauley, Basin, Wyo.; Chief S. J. Flores, 
Shreveport, La.; Chief M. J. Brun, 
Fort Smith, Ark.; Chief J. Black, Grand 
Forks, N. D.; Chief F. A. Taylor, 
Colorado Springs, Colo.; Chief Peter 
Steinkellner, Milwaukee, Wis. 


Following their marriage on August 


16, Kenlon H. Brockwell and Mrs. 
Anna Marie Treas Brausa, both of 
Charlotte, N. C., spent part of their 


honeymoon attending the International 
Fire Chiefs’ Convention at New York. 

Mr. Brockwell, son of Sherwood 
Brockwell who is so well-known in fire 
circles, is district manager of the Mack 
Company’s Fire Truck Division with 
headquarters at Charlotte. 





Columbus Mill Fire 
(Continued from page 655) 


A.M. There were twenty-five pieces of 
apparatus in operation, All off-duty fire- 
men were summoned to their stations. 
The wisdom of having reserves was 
demonstrated when the department was 
called upon to fight two other fires while 
the Gwinn blaze was in progress. At 
1:23 A.M. equipment was dispatched to 
control a fite in Hoffman’s restaurant 
and at 4:55 A.M. apparatus was sent to 


the Big Bear Store, Parsons Avenue, 
where an awning burned. 
Eighteen firemen narrowly escaped 


injury when the rear wall of the Gwinn 
building fell; the rear of a ladder truck 
was damaged by flying bricks. No fire- 
men, however, were injured but a night 
watchman was seriously burned and 
died the next day. 

Efforts of the firemen were successful 
in preventing extension of the fire to 
the company’s large elevators. The prop- 
erty loss was estimated at $500,000. The 
origin of the blaze is being investigated 
by Chief Ogborn and Battalion Chief 
Elmer J. Brophy head of the Fire Pre- 
vention Bureau. 





The Watch Desk 
(Continued from page 660) 


—first-due companies, and the rest of 
a full alarm assignment arrived to give 
the professional coup de grace! ... In 
Salt Lake City, Firemen Ablehouzen 
and Reaney finished a twenty-four-hour 
duty tour and wearily sat down for 
“coffee and” in a lunch room. They 
were back at work quickly, however. 
An electric motor in the lunch room 
burst into flames. They doused the fire 
—then downed their lunch, and dusted. 
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Tue following list includes fires of 
$10,000 loss and over in the United States 
and Canada for the month of August, 
1947. 


Month Ending August 31, 1947 
Sydenham, Ont.— Box and _ veneer factory of 
Frank Anglin and Grist and Feed Mill of Fred 
Oliver, destroyed. 
Blytheville, Ark.—Repair shop of Langston Motor 


Co. destroyed. Kerosene water heater explo- 
sion 

Bardstown, Ky.——Willett Distilling Co. plt., KY 
49, Loretta Road, two miles southeast, dam 


aged 

Overton, Neb.—Lumber yd. of J. A. Gradner Co. 
destroyed. Catholic Church destroyed. 

Cambridge, N. Y.—Cambridge Central School de 
stroyed. 

Charleston, S. C.—C. C. Rhodes Lumber Yard 
destroyed. Lightning. 

Doylestown, Pa.—Barn on dairy farm of T. L 
Gustin, Holicong, destroyed. Lightning. 

Willanova, Pa.— Dwelling of John M. Taylor de- 
stroyed. 

Chattanooga, Tenn.—‘‘The Cliffs,” one of Signal 
Mountain’s landmark structures, destroyed. 

Fredericksburg, Va.—Business bldg., King George 
Court House, occupied by five business firms, 
destroyed. 

Winchester, Va.—Robinson Ice & Storage Co. de- 
stroyed. Adj. bldgs. damaged. Explosion of 
ammonia pipeline. 

Yates Center, Kan.—Max Power Puritan Cafe, 
Whilhite Fioral Shop and Yates Center food 
locker, destroyed. 

Luxora, Ark.—Victoria community school bldg., 
Mississippi County, destroyed. 

Benson, La.—J. W. Tatum Lumber Mill damaged. 

Roseville, Mich.—Roseville Package Coal Whses, 
and Custom Built Furniture workshop, damaged 

Laurel, Miss.—Plt. of Cedar Creek Lumber Co. 
destroyed. 

Jarrettown, Pa.—Whse. and barn on Wentz Bros 
farm, Upper Dublin Township, destroyed. 

New Castle, Pa.—Three of main bldgs. at Ever- 
glad dairy farm, near Pulaski, destroyed. 

Nashville, Tenn.—-Will Berry, elementary school 
destroyed. Lightning. 

Harlingen, Tex.—Two bldgs. of Swift Cotton Oil 
Mill damaged. 

Brigham City, Utah—Central school bldg. de- 
stroyed. 

Kellogg, Ida.—Superior Dairy & Ice Cream plt. 
destroyed. 

Reedley, Cal.—-Kim Bros. Packing House and 
Western States & Produce Co. damaged. 

Findlay, Ohio—Folk Furniture store damaged. 

Canyonville, Ore.— Two-story Masonic blidg., 
Mack Maris hardware store, destroyed. 

Germantown, Pa.—Household appliance whse. of 
General Appliance Co. destroyed. 

Fort Worth, Tex.—South sheep pens and sheds at 
Fort Worth Stockyards Co. destroyed. 

Tappahannock, Va.—W. C. Brooks & Son saw- 
mill destroyed. 

Rock Springs, Wyo.—Rock Springs Radiator 
Works, Grobon-Duzik Motor Co. and Acme 
Welding & Radiator Works, destroyed. Home 
Dairy Co. damaged. Gasoline explosion. 

Piainville, Conn.—Academy Cleaning & Supply 
Co. damaged. 

Missoula, Mont.-—White Pine Sash Co. destroyed. 

Lexington, Neb.--— Roy Rosenberg lumber yd., 
Claude Rosenberg Hardware & Implement Co., 
Wisda Hardware Store, Evans Ladies Ready 
to Wear, Stewarts Pharmacy, Platte Valley 
Products Co. and Chamber of Commerce head- 
quarters, destroyed. Four other business houses 
damaged. 

Zanesville, Ohio—Waterman Salvage Co. damaged. 

Crookston, Minn.—Crookston Milling Co.’s main 
elevator destroyed. 

Pella, Ia.—Yard and office of Waechter Lumber 
Co. and dwelling of John Vander Linden, de- 
stroyed. 

Shreveport, La.—Sterling Hydraulics, Inc., de- 
stroyed. 

Cokato, Minn.—Cokato Mill & Elevator Co. de- 
stroyed. Lightning. 

Elyria, Ohio—Elyria Country Club destroyed. 

Lorain, Ohio—Dreamland Theater destroyed. 

Castle Dale, Utah—Central high school and sem- 
inary bldg. of Church of Jesus Christ of Latter 
Day Saints, damaged. 

Cobalt, Ont.—Bellaire’s garage and three acres of 
homes, northern section, destroyed. 

Peterborough, Ont.—Oak Orchard Lodge, Pigeon 
Lake, Kawartha Lakes district, destroyed. 

Albany, Ga.—Sawmill at Layson Lumber Co. de- 
stroyed. 

Mountain Home, Ark.—The finishing plt. of the 
Baxter County Lumber Co., finished lumber, 
lumber sheds, much machinery and a large 
whse., damaged. 

Winchester, Va.—C. L. Robinson ice and cold 
storage plt., whse. of Zeropak freezing co., 
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FIREMEN PREFER... 
Aluminum FIRE LADDERS 





ALUMINUM IS LIGHT 
When time is precious and manpower is at a premium, light-weight 
Aluminum Ladders are your most efficient life-saving and fire-fighting tools 
for they require fewer firemen to raise and operate them successfully. 


ALUMINUM IS STRONG 
Available in 1, 2, 3 and 4-section models, every Aluminum Ladder is 
heavily riveted and constructed of high-tensile-strength Aluminum Alloy. 
The corrugated rungs are securely fastened with aluminum expansion bush- 
ings, with the result that the rungs never become loose or break off. 


ALUMINUM IS DURABLE 
Practically all of the ALUMINUM FIRE LADDERS purchased since 
1936 are still in use today. Being fireproof and rust proof they last longer 
than other types. Write for Complete Information. 


“Original Manufacturers of Aluminum Ladders” 


Aluminum Ladder 





200 Carbis Street 
Worthington, Pa. 


























Champion Fire Pumps 





NEW 24-PAGE BOOKLET 
IN COLORS 


Write Today For Your Copy 


W. S. DARLEY & CO., CHICAGO 12 














It will help if you will mention Fire ENGINEERING when writing advertisers 
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apple box factory of Thomas Cathers, and two 
dwellings, damaged. 

New York, N. Y.—Newsprint whse. of Daniels & 
Kennedy Paper Co., Inc., destroyed. 

Lakeview, Ore.— Fremont sawmill 
Fuel room. 

Ligonier, Pa.—Main bldg. at Pike Run Country 
Club destroyed. 

Fort Worth, Tex.—Three hundred surplus planes, 
10,000 bales of cotton and several bldgs. on old 
Hicks Field, destroyed. Grass fire. 

Greenville, S. C.—Church of God damaged. 

Houston, Tex.—Houston Creosoting Co. damaged. 

East Rainelle, W. Va.—Kroger Blidg., a business 
block, occupied by grocery store and offices, 
damaged. 

Calgary, Alta.—Alberta Wheat Pool elevator and 
two annexes, Three Hills, destroyed. 

Prince Albert, Sask.—Hangar of Provincial Re- 
sources Dept. destroyed. 

Wilmington, Del.—Main calf barn on Winterthur 


destroyed. 


estate of H. F. Du Pont, Kennett Pike, de- 
stroyed. 

Miami, Fla.—Hangar No. 3 of Miami Intl. Air- 
port damaged 


Cobalt, Ont.—Fifteen bldgs. damaged. 

Chicago, Ili.—Violin repair shop destroyed 

Farmington, Me.—Farmington Dry Cleaning and 
Laundry damaged Dwelling of John Jalbert 
damaged. 

Pittsburgh, Pa. Unit of Pittsburgh Coke & 
Chemical Co. plt., Neville Island, destroyed. 
Urbanna, Va.—*River-Rink” dance hall, skating, 
rink, bowling alley and restaurant damaged. 
Clayton, N. Y.—St. Mary’s Parochial School and 

Convent damaged. Spontaneous ignition. 

Texarkana, Ark.—E. A. Stewart Lumber Com- 
panies Yard and Hardwood pit. damaged. 

Spokane, Wash.—Swanson Hotel destroyed. 

Sault Ste. Marie, Ont.— Chromium Mining & 
Smelting Corp. pit. destroyed. 

Lachine, Que.—Mfg. pit. of Cartier Chemical Co., 
Ltd., damaged. 

Bangor, Me.—The Maine Central Railroad’s Ban- 
gor freight house and contents, destroyed. 

Wilmington, Ohio—Plant of Clinton Grain Co 
destroyed 

Ottawa, Ont.—Butterworth Bidg., downtown, oc- 

cupied by Tea Garden Restaurant of Peter 

and Roger Beaudin; Laura Thomas’ 
Cosmetic Shop, Renfrew Fur Shop; Belgium 
Glove Shop; and Willis’ Business College, dam- 
aged. Pot of grease boiled over. 

Smackover, Ark.—J. W. R. Reynolds Lumber 
Co, plt., 200,000,000 feet of lumber, destroyed. 

Chicago, Ill.—Lincoln Wood Casket Co. damaged. 

Chatham, Mich.—Vernon 
stroyed. 

Philadelphia, Pa.—Furniture factory, occupied by 
Apex Venetian Blind Co., Universal Metal 
Products Co. and Dec-Art Co. damaged. 

Carrizo Springs, Tex.—The Raouw Packing 
Co. shed and the H. J. Power shed of produce 
and citrus fruit, destroyed. 

Green Bay, Wis.—Northern Cedar Co. lawn fur 
niture mfrs. destroyed 

National City, Ill—Bldg. at plt. of East St. 
Louis Rendering Co., National Stockyards dis- 
trict, destroyed 

Springfield, Ill.—Receiving and 
Weaver Mfg. Co. damaged. 

Salt Lake City, Utah—Armco Drainage & 
Metal Products, Inc. damaged 

Skokie, Ill.—Tower Restaurant damaged. ' 

Wichita Falls, Tex.—Panhandle Refinery Co. plt 
damaged. 

Elkhart, Ind.—Cupola and part of wing of New 
York Central Railroad foundry damaged. 

Cambridge, Mass.—Air Conditioning Engineering 
Co. destroyed. 

Gloucester, Mass.—Fishing dragger Joffre, East- 
ern Point, destroyed. Overheated exhaust pipe 

Nashville, Tenn.—Mfg. pit. of Cline Air Equip- 
ment Co. damaged. 

Corpus Christi, Tex.—The 
Co. damaged. 

Ione, Cal.—Whse., conveyor belt and shed at De 
Angelis Coal plt., six miles south, destroyed. 
Alexandria, La.—Pearson Furniture Co. damaged. 
Fremont, Neb.—-Three story Sargent & Co. feed 

mill destroyed. 

New Bern, N. C.—First 
aged 

Buckeye Lake, Ohio—Buckeye 
park destroyed 

Youngstown, Ohio—Hollywood Shop, women’s 
apparel store damaged. Gasoline explosion. 

Seattle, Wash.——-Brasley Tire Recapping Co., Nor- 
ton Motorcycle Co. and Seattle Armature 
Works, damaged 

Paris, Tex.—The Friedman Iron & Metal Works 
and large quantities of surplus war goods de 
stroyed. 

Phoenix, Ariz.—-Southwestern Sash & Door Co.’s 
main plt. damaged. 


Richmond sawmill de- 


stores dept. of 


Briner Paint & Mfg. 


Baptist Church dam- 


Lake amusement 


Hudson, Ia.—Hudson Co-operative Creamery de 
stroyed. Fuel tank explosion. 

Morgantown, W. Va.—Central Electric & Ma- 
chine Co., Westover, destroyed. 

Sturgeon Bay, Wis.—Main bldg. of Cabot's 


lodge, destroyed. 
Vancouver, B. C.—Office bldg.-whse. of Rat Port- 
age Fuels and Giroday Saw-mills, damaged. 
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BADGES 


Standard with firemen for 67 
years. We can now supply nickel 
and chrome badges. 

John O. Veit, Pres. 


Cc. G. BRAXMAR CO., Inc. 
242 W. 55 Street, New York 19, N. Y. 
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EMERGENCY 
POWER 
INSURANCE! 





FAIRBANKS-MORSE 
GENERATING SETS 


Insure yourself NOW against electric 
power failure. These performance- 
proved generating sets, installed as 
stand-by units, will give dependable 
service even under continuous, heavy- 
duty operation. A.C. and D.C. types, 
remote and automatic start, 350- to 
35,000-watt capacities. Send today for 
FREE literature! 


Fairbanks-Morse 
—® A name worth remembering 


eae ee EE 


FAIRBANKS, MORSE & CO., Dept. M-9 | 
Chicago 5, Illinois 





Morse Generating Sets. 
Name.... 


Address 


Please mention Fire ENGINEERING when writing advertisers 
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Sydney Mines, N. S.—Gillis Block, Main street, 
occupied by Thomason MacDonald Drug Store 
and other firms. 

Pine Bluff, Ark.—Finishing mill at Norton Wheel- 
er Stave Co. destroyed. Sawdust saturated with 


oil. 

Council Bluffs, Ia.—Dwarfies Corp., breakfast 
food mfrs., destroyed. 

Midland, Mich.—Eagles Club Block, a business 
bldg., damaged. 

North — Neb.—Birdwood Products Co. de- 
stroyed. 

Lincolnton, N. C.—Primary 
stroy' 

Sandusky, Ohio—Whse. of Aluminum & Magne- 
sium, Inc., destroyed. Spontaneous ignition. 
Houston, Tex.—Dwelling of Percy Strauss, Jr., 

destroyed. 

Stockton, Cal.—Ranch of L. 
Robert’s Island, destroyed. 

Pert Alberni, B. C.—Govt. assembly whse. and 
wharf; 1,500,000 board feet of lumber owned 
by small mills; British steamship ‘‘Sampet”’ 
and three Esquimalt and Nanaimo gondola 
railway cars, destroyed. 

Huntington Park, Cal.—Chemical and paint plt. 
owned by C. F. Willard, damaged. [gnition of 
auramine dye powder. 

Inglewood, Cal.—Inglewood 
stroyed. 

Christopher, Ill.—Blone Bldg. damaged. 

Eagle Grove, Ia.—Soybean pit. of Boone Vailey 
Cooperative Assn., destroyed. Spontaneous ig- 
nition. 

Shawnee, Okla.—Shawnee Peanut Co. pit. 


bldg. de- 


school 


N. Robinson, Jr., 


Country Club de- 


dam- 


aged. 

Petaluma, Cal.—Stove mgr. pit. of Kresky Mig 
Co. damaged. 

Rome, Ga.—Marshall Mfg. Co. damaged. Liyht- 
ning. 

Rochester, N. Y.—Portion of photographic fiim 
mfg. pit. of Kryptar Corp., damaged. Also, 
Catholic Courier, publication of Rochester Cath- 
olic Diocese, and Eastman Kodak Co., dam- 
aged. 

Kinston, N. C.—Kinston Laundry Co: plt. ce- 
stroyed. 

Cottage Grove, Ore.—Cascade Lumber Co. de- 
stroyed. 

Toronto, 
stroyed. 

Mt. Vernon, Ind.—Sunlight Mill grain elevator 
damaged. Lightning. 

Houston, Tex.—Whse. of Henke Ice Service plt. 
damaged. 

Holgate, Ohio—Large elevator of Holgate Grain 
& Supply Co. destroyed. 

Boonville, Ind.—Municipal light and power plt. 
badly damaged. Boiler explosion. 

Spokane, Wash.—Tidewater Associated Oil Cce., 
damaged. Static electricity. 

Hoquiam, Wash.—Fishing 
destroyed. 

Los Angeles, Cal.—Blue Bird Laundry destroyed, 
including 6,000 bundles of laundry. Defective 
wiring on roof. 

Vancouver, B. C.—Viaduct Dry Kilns & Spruce 
Specia'ties, Ltd., destroyed. Sawdust hopper. 
Tarpon Springs, Fla.—Citrus canning plt. of Lee 

Co., Inc., of Tampa, destroyed. 


Ont.— United Superior Laundry de- 


boat, White Crest, 


Presque Isle, Me.—A. W. Higgins fertilizer plt. | 


destroyed. 

Oswego, N. ¥Y.—Radphlen Inn destroyed. 

Akron, Ohio—Ghent Road Inn, night spot, de- 
stroyed. 

Milbank, S. D.—Three gasoline bulk storage 
tanks of the Mueller Oil Co. exploded setting 
off a fire which spread to two other gas-filled 
tanks and gutted an abandoned whse. 

SS Se Meat Packing Co. de- 
stroyed. 

Emerald Bay, Cal.—Bldg. leased to Inks Bros. 
number 9 store, destroyed. 

Whiting, Ind.—Plt. of Standard Oil Co. of Indi- 
ana, damaged. 

Lowell, Mich.—Three bulk gasoline tanks at 
Fairchild Gas & Oil Co., Vergennes Twp., de- 
stroyed. 

Delaware Twp., N. J.—Four bldgs. of Holl Ra- 
vine Dairy Farm destroyed. Spontaneous igni- 
tion, 

Newcastle, Pa.—Fire, touched off by a bolt of 
lightning, destroyed a three-story brick bldg. 
of the Creasey Wholesale Grocery Co. 

Sobieski, Wis.—Church edifice of St. John Can- 
tius Catholic congregation destroyed. Lightning. 


Fireboat Pilots Cooperate 


The Pilots and Marine Engineers As- 
sociation of the N.Y.F.D., is seeking 
contacts with Pilots and Marine Engi- 
neers of fireboats in other cities to 
establish mutual exchange of intelli- 
gence. The chairman of the survey com- 
mittee for the Pilots and Marine Engi- 
neers Association is Harold Johnston, 
834 69th Street, Brooklyn 20, N. Y. 

Jerry DAty. 
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PUMPS, INCORPORATED 
BATTLE CREEK, MICHIGAN 
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ANOTHER BARTON-AMERICAN EXCLUSIVE 


— Duplex-Multistage, Centrifugal, Midship Mounted — 


IMPORTANT FEATURES 


1. First Duplex-Multistage Pump de- 
veloped for fire-fighting purposes. 
2. The only fire pump with THREE 
distinct operating characteristics — 
other two stage pumps have only 
two operating characteristics. 3. 
Two independent pumps — break- 
down of one pump still leaves one 
in service. 4. Heavy construction 


for high pressure "fog" service. 











STERLING 
MODEL "M" 
GENERAL 
ALARM 
SIREN 


A NAME YOU CAN DEPEND ON 


An absolutely dependable, tried and proven siren for communities of all 
sizes. Loud, clear, simple to install and no maintenance to bother with. 
Embodying the “know how" of the oldest and largest makers of siren 
signals in the fire field. Write for descriptive literature and list of towns 


using the model "M." Also . . 


Apparatus Sirens. 


. Manufacturers of a Complete Line of 


STERLING SIREN FIRE ALARM CO., Inc. 






55 Allen Street, Rochester, New York 
as 


DEPENDABLE - 


We shall appreciate your mentioning FirE ENGINEERING when writing advertisers 
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BODY-GUARD 


BUNKER SUITS 


FOR COMFORT & PROTECTION 





WE ARE DISTRIBUTORS FOR 
SIREN BOOTS 
We have been supplying FIREMEN'S 


CLOTHING for over 25 years. 


Any fireman can have a catalog by writing— 


BODY-GUARD 
MANUFACTURING CO. 


ST. JOSEFH MISSOURI 





. WENTWOBTH , 
HEAD-MASTER 


REG U.S. PAT. OFF. 


FIREMAN UNIFORM CAPS 





Union Made Prompt Delivery 





> 





Wentworth Fireman Caps are made of the 
Highest Quality Standard Materials avail- 
able. They are made in all the New and 
Standard styles by the Best Skilled Union 
Craftemen. Over 50 years of experience 
and skilled workmanship guarantees you 
AMERICA’S GREATEST CAP VALUE in all 
WENTWORTH FIREMAN CAPS. 

Write direct for latest circular and prices 


or see your local dealer. 


AMERICA’S UNIFORM CAP 
HEADQUARTERS 

















FIRE ENGINEERING 





“ 


For Practical Discussion of Current Fire Department and Fire Management Problems 





_ 


a 


EXTINGUISHING DUMP FIRES 


F, RE Chiefs are almost unanimous 
in their belief that as long as garbage 
ind rubbish are dumped in the open 
within the municipal limits, there will 
be disagreeable work for fire depart- 
ments. 

It was nothing for some cities to 
have one or more dump fires every 
week. And the problem of curing the 
messy evil is still a headache in many 
municipalities. 

In this issue chiefs tell about their 
experiences—and more to the point— 
offer some sound advice on the best 
way to meet and beat the problem. 

Readers are invited to send in their 
comments on this subject which will 
be continued in the October issue. Ad- 
dress communications to Round Table 
Editor, 24 West 40 Street, New York 
18, N. Y. 


Discussion of the Topic 


W. G. Middleman, Chief, Burlington, 
Ia.: Open rubbish (no garbage) 
dumps are permitted in the city and 
our department is occasionally re- 
quired to answer such alarms. One 
engine company is assigned to such 
calls in its district. 

We do not find them too hard to 
handle and rekindles do not generally 
occur from the same cause. 

This problem has been heretofore 
considered a nuisance. However, the 
City Council has established a dump 
crew and by consistent burning out 
under supervision of a capable fore- 
man, we have been bothered very 
little. 

The fire department supplies hose 
and nozzles and in cases where extra 
hazardous risks are involved, an 
engine crew is assigned to stand by 
until the emergency is past. 

The only method for the elimination 
of this problem entirely is for the 
city to erect a suitable incinerator and 
require all rubbish to be disposed 
there. 


M. S. Bauman, Asst. Fire Chief, Benton 
Harbor, Mich.: We do have rubbish 
dumps maintained by the city and 
within the city. However, we do not 
have garbage dumps i: the city. 

We are called upon to extinguish 
dump fires when they create excessive 
amount of smoke and stench which 
drifts over the residential sections of 
the city. 

We are fortunate to have a creek 
nearby from which we pump water 
onto the dump in the event it is burn- 
ing badly. There have been times 


when we have had to employ a power 
shovel and bulldozer to get to the 
base of the fire and then flood. We 
find dump fires stubborn tc handle 
only when they are burning badly 
below the surface. 

The fires do not rekindle when we 
work down to the base of them and 
flood them out. Surface fires are gen- 
erally set by some individual. 

I would suggest paid attendants for 
the supervision of dumping rubbish. 
They can see that the dumping of 
combustible materials is done on a 
designated spot with a good dirt base 
while the other materials can be im- 
mediately dumped over the edge of 
the dump. The combustibles can be 
burned by the attendant and the re- 
mains dumped over the edge of the 
dump after being wet down good. 

Paid attendants to supervise the 
proper dumping of rubbish would 
probably help to control the situation 
to a great extent. 


Ralph H. Drum, Chief, Green Bay, 
Wis.: Garbage and open dumps are 
permitted in our city, and firemen are 
called upon to extinguish fires occur- 
ring therein. 

These fires burn deep and we have 
found that the best way to handle 
them is to use a heavy stream in a 
deck gun. By this method you can 
bore down to the seat of the fire and 
by using plenty of water eliminate a 
rekindle. 

Our city is building an incinerator. 
This seems to be the best solution as 
garbage dumped in with burnable 
rubbish creates an unsanitary condi- 
tion, breeds rats, roaches, and what 
not. And when burned causes a 
heavy stinking smoke that will carry 
for blocks and people will not put up 
with it. So they call the fire depart- 
ment and we have to respond. 








HERE IS THE QUESTION 


1. Are open garbage and rubbish 
dumps permitted in, or main- 
tained by, your city? 

2. Is your Fire Department called 
upon to extinguish fires occur- 
ring thereon? 

3. If so, how are they handled? 

4. Do you find them stubborn to 
extinguish? 

5. Do rekindles frequently occur? 


6. What method would you sup- 


port for eliminating this nuis- 
ance? 








Kindly mention Fire ENGINEERING when writing advertisers 
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for SEPTEMBER, 1947 


C.. E. Swanson, Chief, Sioux Falls, 


§. D.: The problem of garbage dis- 
posal is most opportune to us right 
at this time. Up until a few days ago, 
we had just the usual dump grounds 
where everything was more or less 
just dumped, creating a bad nuisance 
as to fire. 

The city has just recently bought 
and put into operation a new proce- 
dure in garbage riddance by purchas- 
ing a location northwest of the city, 
much more remote and isolated than 
the former. A dragline is operated 
there daily. A long ditch is dug and 
this is filled with garbage and at a 
certain time each day, the dragline 
will fill in the ditch, covering the 
refuse with a good thickness of dirt. 
Later a new ditch is dug and the 
procedure is repeated. 

This form of garbage disposal was 
patterned after the method used by 
the City of Lincoln, Neb., and has 
proven quite satisfactory. We are 
sure this new method will be much 
better from the health standpoint and 
from the fire hazard angle, in which 
naturally we are more _ interested. 
Another factor which will make this 
a more effective method of garbage 
disposal is that the city Health In- 
spection Department will play an 
important part in the supervision of 
this project. 


Frank J. Callahan, Chief, Central Falls, 
R. i 


I.: Having no city incinerator, we 
have two supervised dumping spots. 
We formerly were called on the aver- 
age of three times a week to our 
dumps. But since we put in a care- 
taker and furnished him hose, our 
problem has been reduced to about 
two or three calls a month. 

We have a daily rubbish pick-up. 
We ask peopie to collect all rubbish 
including mattresses, old furniture, 
ashes, cans and other rubbish and 
place them on sidewalks at night in 
rubbish cans. Our city trucks pick up 
the rubbish. This is a free service and 
helps clean up cellars and attics. 

I think this is a fine gesture and 
makes every day a clean-up day. In 
addition, our cellar fires have been 
cut considerably. 


Emil A. Johnson, Boulder, Colo.: The 


city has an open rubbish dump out- 
side of the city limits with a man on 
duty to look after the dumping and 
burning of same. All garbage is 
gathered up (under a contract) and 
used for the feeding of hogs. 

The department has been called 
upon to extinguish fires occurring at 
the dump once or twice during the 
time of high winds when sparks are 
flying. 

A rural fire truck with a 500-gallon 
booster tank is used for extinguishing 
dump fires as we have no water mains 
close by. 

We have had no trouble in extin- 
guishing dump fires and have not 
been called upon for rekindling of 
these fires. 

To my mind the best method for 
eliminating this nuisance is for the 
city to build a closed incinerator for 
the burning of rubbish. 


E. P. Feaster, Chief, Lincoln, Neb.: 


The method used for the disposal of 
garbage and rubbish in the City of 
Lincoln is called the “Fill and Cover” 
method. A drag line is used to dig a 
trench. The dirt taken from this 
trench is used to cover the refuse in 


THIS Fire OUT 
IN ]] SECONDS 


REVOLUTIONARY Yrcazanct 
“LOADED STREAM’ EXTINGUISHER 
OFFERS 6 Beg 4 


When 214 gal. types are needed, specify 
the Fyr-Fyter INSTANT. Exclusive 
“loaded stream” charge 1) puts out fire 
faster with 1/; the fluid, 2) quenches and 
fireproofs, 3) kills class A and B fires. 
The INSTANT is 4) anti-freeze, 5) needs 
no recharge except after use, 6) throws 
a strong stream. 
Underwriters’ Approved! 
Write for literature and de- 
tails of Underwriters’ amaz- 
ing 11 second test. 134, 2, 
20, and 40 gals. Also special 
fire department models, 


THE FYR-FYTER CO. 
Dept. 101-33, Dayton 1, Ohio 
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UNIFORMS 











Manufacturers 


BADGES 
CAPS 
INSIGNIA 


of uniforms 
for over 


50 years 














RUSSELL UNIFORM CO. 


1600 Broadway, New York 19, N. Ve 
Write for Fire Dept. catalog Ne. 55 














New York 


motional examinations. 





QUESTIONS and ANSWERS 


for 
LIEUTENANT and CAPTAIN 


Contains questions asked at promo- 
tional examinations in practically 
every city in the country where 
civil service examinations are held! 


Every ambitious fire fighter needs a copy of this fully illustrated, 
310 page book, written by George J. Kuss, Former Deputy Chief, 
Fire Department, and 
director of FIRE ENGINEERING. 


Includes chapters on Report Writing, How to Answer Ex- 
amination Questions, Chemistry Examination Questions, Fire- 
Fighting Questions, Overhauling, Ventilation, Fire Prevention, 
Inspection, Evolutions, Drills, Use of Apparatus, Rescue Work, 
and in fact all the topics covered by the fire department pro- 


Fred Shepperd, Editorial 


PRICE $2.50 POSTPAID 


CASE-SHEPPERD-MANN PUB. CORP. 


24 West 40th Street, New York 18, N. Y. 
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LIFE NETS 


“the finest", have been instru- 
mental in saving many hundreds 
of lives, without injury to the 
person rescued or to the men 
holding the net. 

The many exclusive features 
of the ATLAS NET have been 
proven through performance. 
Insist on the newest improve- 
ment, Forged Steel Locking 
a ATLAS NETS are now 
available for prompt shipment 
and are the —s modern, 
up-to-date nets, with eel action 
impact absorbers. 

Specify ATLAS when you want 
dependable life nets. 
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ATLAS SAFETY 


EQUIPMENT CO., INC. 
26 Warren St. NewYork 7,N.Y. 


Chief --- 


COULD YOU 
PUT OUT A 
CHIMNEY FIRE 
FOR 55/7? 


you can with IMP 


CHIMNEY FIRE 
EXTINGUISHER 





Save rushing to 
chimney fires 
over icy pave- 
ments ... avoid 
slippery ladders 
and roofs by us- 
ing IMP Chim- 
ney Fire Extin- 
er. Just throw a 55c ‘package ° ‘as is” on 
the hottest part of the fire in the stove, furnace 
or fireplace. The chimney fire will be out in jig- 
without water or chemical damage. Recom- 
mended by fire chiefs, who always carry IMP 
in their cars for emergencies. Many volunteers 
carry it in their personal cars. 
USE THIS COUPON FOR YOUR _ORDER 


F. c FOARD & CO., Bridgeport, Conn. 


i ee eennccecoocoas dozen packages of IMP. 
I will hener pour bill f.0.b. iirtlocsare 








FIRE EQUIPMENT DISTRIBUTORS ATTENTION 


Add “IMP” Chimney Fire Extinguisher te your line, 
Write today for special distributer pian. 














the preceding trench. This is a con- 
tinuous operation of digging and 
covering, which works out very fine 
as far as fire problems are concerned. 
The Fire Department’s calls to dump 
fires are very minor. 

Before this method was adopted, 
dump fires constituted a serious fire 
problem from the standpoint of calls 
and operations for the Fire Depart- 
ment. At that time we found them 
very hard to extinguish and rekindling 
frequently occurred. 

From our experience, we find this 
“Fill and Cover” method very satis- 
factory. I would not know of a better 
way to solve the dump fire problem 
except by the use of an incinerator. 


S. D. O’Conor, Chief, Beaumont, Tex.: 


Open garbage dumps were formerly 
used, but for the past year the city 
has discontinued this practice and 
now digs long wide trenches in which 
the garbage is dumped and _ then 
covered. 

We were called at infrequent inter- 
vals for fires in the open dump. We 
were usually called before the fire had 
eaten in to any depth, and therefore 
spray nozzles were used with good 
success. We experienced no special 
trouble and there were few rekindles. 

We favor the covering up method 
or the use of incinerators of approved 
form. The latter must be large 
enough to take both wet and dry 
garbage. We have tried to use in- 
cinerators here, but they were not a 
success since they were too small and 
breakdowns were too frequent. We 
prefer the cover-up method. 


* x * 


The following replies are in answer to 


a previous question on juveniles and arson. 


Ben Meister, Chief, Omaha, Neb.: In 


the period covered by the question we 
have experienced fifteen fires set by 
juveniles, but these are declining in 
number and severity. They are mostly 
nuisance fires. 

The basic cause, in my opinion, is 
lack of proper supervision and train- 
ing in the home, and disinterest on 
the parents’ part 

Rigid investigation and proper fol- 
low-up of all fires involving juveniles 
should be made. We have followed 
this procedure for several years and 
have found that by so doing, the num- 
ber and severity of fires have declined 
to a point where they have probably 
reached a minimum. We contact the 
child in the school, his parents at 
home and report the findings to our 
county juvenile officer who follows 
through. All such cases are handled 
by the Arson Bureau of the Fire De- 
partment, and we feel that it pays 
dividends. To us, false phone and 
box alarms are more of a problem. 


W. B. Salyers, Chief, Covington, Ky.: 


In the period covered by the ques- 
tionnaire, we have had three fires. 
None of these has been serious. 
Parents of children who are caught 
setting fires, pulling false alarms, etc., 
should be investigated by the juvenile 
court as to their ability to raise chil- 


dren. If found willfully neglectful, 
they should be prosecuted by the 
court. I have found in several cases 
where I talked to the parents, that 


there is a lack of cooperation even 
after the child admitted setting the 
fire or pulling a false alarm. If I may 
quote “Spare the rod and spoil the 
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FLAT FOLDING 
PRESSURE TESTED 


Also made with 
MILDEW- PROOF 
Radio-Active 
TREATMENT 









Raysestos-MANHATTAN, Inc. 








JANESVILLE QUALITY 
TURN OUT CLOTHING 





Our turnout suits are giving excellent 
satisfaction in most of the large fire 
departments throughout the U. S. and 


THERE MUST BE A REASON WHY 
SO MANY FIREMEN INSIST ON 
JANESVILLE QUALITY 


NOW AVAILABLE 


We can now supply old type ™% 
Length and Knee Length Felt-lined 
Firemen's Boots. 


JANESVILLE APPAREL CO. 


JANESVILLE, WIS. 
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CAN PAY for ITSELF 
IN 6 MONTHS 


by Eliminating Dry Batteries 
§’ TRUE parabolic, silver plated reflec- 
tor; 25,000 cp. beam; % mile range; 
sturdy metal case; corrosion 
terminals. 






| child” would work in reverse for a 
number of the parents I have inter- 
viewed. In other words, parents 
should be made to realize their 
responsibility to their children. 

C. A. Cunningham, Chief, St. John, 
N. B.: From January, 1946 to date 
we have experienced three fires set by 
juveniles and about fifteen grass fires. 
We find that with the grass fires, the 
children set them to see the fire en- 
gines and help put the fire out. 

We are asking the school teachers 
to impress on the children the danger 
of fire and are also appealing to 
parents through the newspapers. 

There is a child, a boy, five years 
of age, who has suffered severe burns 
two or three times. He still will set 
fire to curtains, etc., and has to be 





Operate 
@ LIGHTS 







watched. Any time he gets a match, e TOOLS 
Only 72 ounces. he will set fire. We can only advise e PUMPS 
Wil not spill the parents to watch their matches. 
td J. C. Sievert, Chief, Tucson, Ariz.: In @ BLOWERS 


Battery change in the period under discussion, we have Ready for instant use, Onan Electric 


ite tees had forty-seven fires. One caused a Plants provide dependable power for 
: 4 loss of $8,000. floodlights and tools anytime—any- 
ee eS Tl - P ton od » se where. These lightweight plants are 
RECHARGEABLE 1€S€ hires are causec by idleness, easily carried into trouble areas: com- 
Type G-23 lack of something better to do, and a pact enough to fit into small space for 

desire for the sensational on the part truck installations. Portable models 


¢ » Seemann available in capacities from 350 to 5,000 

of the juvenile. ‘ watte, puaeted by oneand two-cylinder, 
I believe there should be supervised 4-cycle air-cooled engines. 

recreation and more playgrounds to 

keep the youngsters busy. 


MASTER-LIGHT 


for FIREMEN 


ONAN ELECTRIC PLANTS--A.C.-- 350 to 35,000 
watts in standard voltages and frequencies; D C 










Police and Watchmen The five boys, ages ten to fifteen, 600 to 10,000 watts, 115 and 230 volts, Battery 
hie { » mai ; . h 500 to 6,000 watts, 6,12, 24, 32 ond 
Write for new Emergency Lighting Bulletin re sponsible for the mA jOF loss_men- 115 volts E 


tioned above, were placed on proba- 
tion and have behaved very well since 
then. 


Plant shown is Model 15 DL-14 
1500 watts, 115-volt D.C. 


C. A. Hart, Chief, San Antonio, Tex.: D. W. ONAN & SONS INC. 
From January, 1946 to date, we have 4525 Royalston Ave.,M 5, Mina. 
Two of these were suspected of arson. ONAN ELECT PLANTS 
We believe the cause of juvenile fire 

‘ setting is parental delinquency. 

“ ° — I would like to see laws enacted 
All American Choice’ permitting the proper authorities to y g U BA e E T 

investigate such cases and prescribe 
punishment for negligent parents UTILITY BAR 
when definite negligence is proven. 
Our local district attorney has 
openly published his intention of 
prosecuting delinquent parents, when 

| crimes and actions of their children Emergency 

| prove that the parents are, or have | 

| been, negligent in the upbringing of Too For 

| the children. e . 
Thomas G. Evans, Chief, Scranton, Pa.: Fire, P olice 

Two hundred and five fires out of 882 


were caused by children playing with and Rescue 


matches during 1946 in Scranton, 
Pa Squad 

Twenty-nine fires out of 198 so far qua $ 
this year were caused by children 
playing with matches. None of these 
developed into large fires. 

I believe parents are careless in al- 
lowing matches to be within reach of 
children. 

As a means of correcting this 
| dangerous development, I believe fire 
prevention speakers should visit all 
schools to speak to children on the 
danger of matches. They should also 
make plans to speak before parent- 
teachers associations to educate the 


parents. 
John O’Connell, Chief, Butte, Mont.: 


From January, 1946 to date, we have 


NOZZLES had two fires caused by juveniles. 


CARPENTER LIGHTS 


200 Master-Light Bldg. 
Boston 45, 
SOMERVILLE, Mass. 
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Neither of these involved any loss. and Durability 
S a. McINTIRE BRASS WORKS I believe the basic cause of juvenile 
Successors to A. J. Morse & Son, Inc fire setting is carelessness on the part 
of the parents in letting children have 
| BOSTON, MASS. ene THE WOOSTER BRASS CO. 
1837 — 1947 George T. Morgan, Chief, Wilmington, 
Del.: In the period covered in the WOOSTER, OHIO 











question we have had fifty-six fires 
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caused by juveniles. None of these 
developed into large fires. I believe 
this is due to lack of care on the part 
of the parents, and that the parents 
should be held responsible. 

F. L. Crouse, Chief, Huntington, 
W. Va.: We had twenty-four fires 
during 1946 and eleven to date this 
year caused by juveniles. The largest 
loss was about $3,000. 

I do not believe children are 
properly taught with regard to fire. 


There should be more fire prevention 
education included in the school cur- 
riculum. 


Burke to Join Delehanty 


Chief Harold J. Burke, whose resig- 


nation from the New York Fire Depart- 
ment takes effect October 1, will join 
the Delehanty Institute, New York, as 
Administrator of Studies and Coordi- 
nator of the various divisions of that 














Rates are inexpensive. “For Sale,”’ “Proposal” 
and “Wanted” advertising. $5 per inch insertion 
(10% discount allowed for three or more consecu- 
tive insertions.) Fire ENGINEERING, 24 West 


Oth Street, New York 18, N. Y. 


FOR SALE 


1 Hand operated 2 cylinder pump enclosed in 
open-top rectangular copper tank mounted on 
small wooden wheels Name plate on pump reads 
as follows: 7119, Patent made by Wm. P 
Hunniman, Roxburg, 1826 Pump needs minor 
repairs and painting Approx. wt. 1,000 Ibs. 


2. Steam-operated pumper mounted on high iron 
wheels, hand drawn although there is seat from 
which horses could be driven if different pole 
was used Has nickel plated boiler in addition 
to most of working parts. Number 725 appears 
over manufacturer's name. The Silsby Mfg. Co., 
Seneca Falls, N. Y. Machine needs cleaning 
and painting, but otherwise is in good condition 
Approx. wt. 5,000 Ibs 


Offers invited Wm. A. Prisley, Foxon Road, 
North Branford, Conn 





Serervvmnreverssireiieiine ' ' 





WANTED 
Fire Equipment Dealers to sell Morning Pride 
protected rubber firecoats, fire pants, fire mitts 
and Gre suspenders. 
Write today Morning Pride Mfg. Co., 1986 
Home Ave., Dayton 7, Ohio. 


prvenensesernsennnenemen coins 





FOR SALE 


1936 Chevrolet, long wheelbase truck for sale 
Now used as salvage, and brush, and woods 
fires. Factory-built body. Good condition. The 
Riverdale Fire Department, Ine., Riverdale, 
Maryland, 


mm evevonennnnene vonvenevenenneoeneeeveweransenennny 


FOR SALE 


Two American-LaFrance fire trucks. One 500- 
gallon pumper and booster. Other city-service 
hook and ladder truck and booster. In excellent 
condition Apply at Heiss Brothers, Hempstead 
Turnpike, Elmont, L. L, N. Y¥. Phone: Pioral 
Park 4-1670 or Primrose 5-6789R. 








gi 
= 

' FOR SALE : 
: TELEPHONES 

z U. 8S. Signal Corps field telephone units, two 

: units per set $22.50, used; $25.00, new. In- 
A sulated wire, 2¢ per foot All phones guaran- 3 
= teed R. 8S. WILLIAMS CO., 1415 Deana 

= Street, El Monte, California. 

Hern nen ' wt 


FIRE ENGINEERING 


institution. The divisions include Ciyj 
Service, Secretarial, Radio and Tele. 
vision, High School and Drafting. 
The Delehanty Institute, which oper. 
ates schools throughout New York City, 
and New Jersey as well, is probably the 
largest of its kind in the country. 
Chief Burke, before joining the New 
York Fire Department, was a graduate 
of Cathedral College, New York, and 
also took advanced courses at Massa. 
chusetts Institute of Technology. 





FOR SALE 


Fire Truck—-1937 Hahn Model 85, 350 gallon 
rated capacity pumper. Brand new pump, all 
good tires, dual rear wheels, 85 H.P. engine 
completely overhauled recently. Will be delivered 
with all standard equipment. This truck must 
be seen to be appreciated Make an appointment 
by contacting Mr. Shaw. Phone Trenton 2-9874 
or Pennington Road Fire Co., Pennington Road, 
Trenton, N 


Me 


nen. 


FOR SALE 


One Reo Firetruck fully equipped 500 gallon 
Rotary Pump, 150 gallon booster tank. This 
truck is in A-1 operating condition. Also one 
G.M.C, Service Truck, with Homelite lighting 
plant and four floodlights. For full details ap- 
ply Easton Fire Department, Inc., Easton, Mary- 
land. 
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FOR SALE 


Fire hose in 50’ lengths 1%” double jacket 
cotton rubber lined with brass couplings, stand- 
ard pipe thread only $12.50 per length; 400% 
tested; 1%" single jacket, $11.50 per length; 
2%" single jacket, $21.00 per length. 2%’ 50’ 
length unlined linen fire hose, cpld. N.S.T., 
$9.75 per length; 4°’ 10’ lengths suction hose, 
epld., $9.50 per length; 2%"’ brass hose nozzles, 
N.S.T., $2.15 ea. Navy surplus stock, unused 
in original factory cartons Top Quality brands. 
Goodwear Rubber Co., P. O. Box 6849, Balto. 4, 
Md 


WANTED 


Dealer—Distributors to sell fire apparatus manu- 

factured by well-known Mid-West Factory. At- 

tractive proposition Address Box 30, FIRE , 

ENGINEERING, 24 West 40th St., New York, 
Y. 


18, 


FOR SALE 


1937 Buick Ambulance. In first class condition 

new motor installed 2 months ago. Write or 
phone: Riviera Beach Volunteer Fire Co., Inc., 
Pasadena, P. O., Maryland. Phone Sunset 
7i-d 


FOR SALE 
BRAND NEW—PREPAID 
3—Gated water thief, chrome trim, $65.00 
2—Gated leaderline siamese chrome trim, $30.00 
Black rubber coats (Goodrich), sizes 40 to 52 
in stock, $13.93 each 
Regulation Black % length boots, $11.25 
1%” D.J. municipal hose, $1.01 ft. 
2%"’ D.J. municipa’ hose, $1.56 ft. 
Includes rocker lug couplings and tested 400 
pounds. New, not surplus. 
Doray Fire Equipment Co. 
1924 Valley Drive, Syracuse, 7, N. Y. 
Order to-day. 


ine. 


FOR SALE 


Ambulance——-Miller Body fully equipped for ser- 
vice. mounted on 1931 Nash 8 cylinder twin 
ignition long wheel base chassis. New 6 ply 
tires. Motor and body in very good condition, 
Pennington Road Fire Co., Pennington Road, 
Trenton, N. J. or Phone Mr. Shaw—Trenton 
2-9874, days or evenings. 





‘ 
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FOR SALE 


All types, unused, clean, san Fire Hose. 
peu BLE JACKET, 1%”, 50 ft., brass LP 
50 


Mm ee 





omen JACKET, 1%”, 50 ft., brass N.S. @ 
$11.00 

UNLINED LINEN, 1%”, all epls., per foot @ 
18¢. 


UNLINED LINEN, 2%”, 50 ft., brass N.S. @ 
$10.00 

Full Coverage Asbestos Fire Suits @ $5.00 

Siamese Y Valves, 24%” N.S. to pr. 1%” LP. 
@ $5 


srass Caps with Chains, 1%”, LP. or N.S. @ 
410 


HALPRIN SUPPLY COMPANY 
140 E, 2nd St., Los Angeles, 12, Calif. 


mnt 


" ' nay 
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FOR SALE—EXTINGUISHERS 


15 Ibs. CO-2. Unused Surplus. A-1. Red color, 
Top brands in original cartons. Full charged. 
Brass squeeze grip. Only $25.00 each. 

22 Gal. Foams. ULI Inspected. Solid Copper. 
Used, Excellent Condition. Only $6.00 each. 
em 140 E. 2nd S8St., Los Angeles, 12, 
Calif. 


sree 


nuiienennennent ita ' nue 10000 Oe 


FOR SALE 


9 Aer-O-Foam Pressure Proportioners. Duplex 
capacity 20 gallons liquid foam, for portable 
or stationery use. New, in original crates with 
foam liquid, each for a fraction of original 
cost. City Manager, Eustis, Florida 


ea 
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WANTED 
OLD FIRE BELLS 





MENEELY BELL COMPANY 
22 River St., Troy, New York 


OE od 


FOR SALE 


One (1) 75-foot, 1927 American-LaFrance Aerial 
Ladder Truck, as is. Write or call Mr. Wm. 
Thompson, Fire Chief, Wilkinsburg, Pennsyl- 
vania. 
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ENGINEER WANTED 


Nation-wide mutual insurance company wants 
man for training and supervising field engineers 
in fire prevention work. Must have rating bureau 
experience using Dean schedule. Permanent po- 
sition, requires traveling. Our men know of this 
ad. Write Box 25, c/o FIRE ENGINEERING, 
24 West 40th St., New York 17, New York. 


Horna eceoeneneneeevevenenenennennne® 
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VALVES 
HYDRANTS 
AND PIPE LINE ACCESSORIES 


M & H products, 


are well 





including pipe 
line accessories, known 
for high quality of material and ex- 
pert workmanship. They are made 
according to standard specifications 
and have been used for many years 
Write 


throughout for 


Catalog No. 34. 


M & H VALVE 
AND FITTINGS COMPANY 
ANNISTON, ALABAMA 


the country. 











AT LOW PRICE! 


NEW FOG NOZZLES 
1!/," $22.50 - 2'/2” $27.50 


NEW FOAM NOZZLES 
$37.50 each 


NEW 500 Gallon PUMP 


(Front End Type) 
$175.00 


RECONDITIONED 


PORTABLE PUMP 
60 Gals. per Minute 
$195.00 





Standard Makes - Sent on Approval 
LIMITED SUPPLY 


GORHAM 
FIRE EQUIPMENT CO. 


30 INDIA WHARF 
BOSTON 10, MASS. 














Air Conditioning Ducts 
Carry Fire 
(Continued from page 656) 


apparently held the fire within its walls, 
permitting the flames to spread before 
being discovered. The one serious fault 
to the structure, besides having no win- 
dows through which fire fighting opera- 
tions might have been carried on, was 
the fact that the open conduits carrying 
air conditioning pipes permitted the fire 
to extend to floors above without any 
hindrance. Another thing that ham- 
pered firemen was the lack of aerial 
trucks of sufficient length to reach the 
blaze with tower lines. 

According to Fire Chief Burns, the 
loss to the building was approximately 
$300,000 and to the contents, such as 
furnishings and personal property, $100,- 
000, making a total loss of approximate- 
ly $400,000. 

kk x 

Epitor’s Note: Since the above article 
was written, Max Lee passed away as a 
result of a heart attack while aiding fire- 
men at a recent Detroit blaze. 


O.S.U. Third Short Course 
Fire Ad- 
15-20 at 


The Third Short Course in 
ministration held September 


Ohio State University introduced some | 
new features in firemanship training in | 


For the first time, training- 
was introduced comprehen- 


that state. 
by-doing 
sively. 
four phases; the City Fire Department; 
the Suburban. Fire Department; the 
Rural Fire Department and the Indus- 
trial Fire Brigade. 

A number of authorities on various 
phases of fire protection and prevention, 
including members of the Columbus and 


Akron, Ohio, Fire Departments, were 
on the curriculum. Professor Harvey 
Walker was Director of the Course. 


Cooperating agencies included the Ohio 


Inspection Bureau; Ohio State Fire 
Marshal; Ohio State Industrial Com- 
mission; Columbus Chamber of Com- 


merce; Mill Mutuals; Ohio Fire Chiefs 
Association; Associated Factory Mutu- 
als; Factory Insurance Association; Ohio 
State Firemen’s Association, and 
Mutual Insurance Union. 








BUILDING OFFICIALS CONFER- 


Sept. 22-2 
ENCE OF AMERICA, INC. Annual meeting, 
Columbus, Ohio. Treasurer, Arthur N. Ruther- 
ford, Box 231, West Hartford, Conn. 

Sept. 23-26—CALIFORNIA STATE FIREMEN’S 
ASSOCIATION. Annual meeting, Hoberg’s, 
Cal. Secretary, James D. Young, 257 Robert- 
son Boulevard, Beverly Hills, Cal. 

Sept. 29-Oct. 2— INTERNATIONAL MUNICI.- 
PAL SIGNAL ASSOCIATION. Annual meet 
ing, Grand Rapids, Mich. Secretary, Irvin 
Shulsinger, 8 East 41st Street, New York 17, 


Oct. 7-9—FIREMEN’S ASSOCIATION OF THE 
STATE OF PENNSYLVANIA. Annual meet 
ing, Lancaster, Pa. Secretary, Chief Charles E. 
Clark, Box 271, Wayne, Pa. 

Oct. 21-22—-NEBRASKA STATE VOLUNTEER 
FIREMEN’S ASSOCIATION. Annual meet- 
ing, Grand Island, Neb. Secretary-treasurer, 
R. D. Salak, P. O. Box 312, Schuyler, Neb. 

Oct. 23-25— OHIO FIRE CHIEFS ASSOCIA- 
TION. Annual meeting, Lima, Ohio. Secre- 
tary, William H. Rosche, Asst. Chief, Fire De- 
partment, Canton 2, Ohio. 

Nov. 3-4-SOUTHWESTERN ASSOCIATION OF 
FIRE CHIEFS. Annual meeting, Huckins 
Hotel, Oklahoma City, Okla. Secretary-treas- 
urer, Chief G. R. McAlpine, Fire Headquarters, 
Oklahoma City, Okla. 





The evolutions were broken into | 





Ohio | 
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BAR-WAY 


HOSE COUPLINGS 


U. S. PATENT 2367447 
for 
HIGH PRESSURE 


FOG lines 


Approved By 
UNDERWRITERS LABORATORIES 


Streamlined 
Full Flow 
High Pressure 
Accurately Machined 
Internal Expansion 
Remountable 


“ON THE ENDS—IN THE END” 


IT'S BAR-WAYS 


BAR-WAY MFG. CO. 


STAMFORD @ CONNECTICUT 


ATTENTION DEALERS! 
UNUSED WAR SURPLUS 


_ EXTINGUISHERS 
at HUGE Savings 


Here's a deal! 


These nationally advertised extinguishers in popu- 
lar sizes are offered to you at a fraction of their 
present list prices! 

CO. TYPE—I5 Ib. capacity - Fully charged—ready to 
use - Made for U.S. Navy - Popular quick discharge 
type. Known Makers. 

FURR. cvscece F.0.B. Chicago or Minneapolis 
Regular List $54.50 


CARBON TET TYPE—Stored Pressure Type - Fully 
Charged, Ready to use - Variable discharge nozzle « 
Mounted on wheels for ss nae - Made for U.S. 
Army by well-known manufacturers. 

Fries... puQesoveneteseeny $45.00 - F.0.B. Ordill, I. 








Regular List $210.00 
DISCOUNT TO DEALERS 





ACME EQUIPMENT CO., INC. 


125 S. Clinton Street Chicago 6, Ill. 





It will help if you will mention Frre ENGINEERING when writing advertisers 
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offers you the BEST in 


SINGLE AND DOUBLE 
HYDRANT GATE VALVES 


| BOLTED TOP 





PLATE 116 


The many repeat or- 
ders from fire depart- 
ments throughout the 
country prove to the 
fullest the value of 
POWHATAN 
products. 


Bulletins 5 and 6 
illustrate our entire 
Fire Department line. 


We believe that nothing but 
the BEST should be offered to 
so important a calling as the 
Fire Department, and since 
1892 we have striven to pro- 
duce and offer only the best 
precision and ruggedly built 
brass fire fighting products 
that can be made, regardless 


of price. 





PLATE 105 


SOLID TOP 


PLATE 116A 


We feel that, with 
the experience we 
have gained during 
these many years 
and with our Engi- 
neering Department, 
POWHATAN is best 
fitted to take care 
of your requirements. 


In ordering replacements or 
new products, get the BEST 
- « « Specify POWHATAN. 


OWNATAN BRAS 


| ond IRON WORKS 
RANSON .WEST VIRGINIA 


Phones 93 & 94 Charles Town, West Virginia 


Established 1892 


Please 


mention Fire ENGINEERING 

















FIRE ENGINEERING 


NAAR 
~ No 


119) > 


FIRE ENGINEERING 


SEPTEMBER, 


1947 


Acme Equipment Co., Inc. 
Ahrens-Fox Fire Engine Co. 
Aluminum Ladder Company 
American Marsh Pumps, Inc. 
Arnold, Hoffman & Co. 

Atlas Safety Equipment Co., Inc... 


Bar-Way Mfg. Co. 

Bean Mfg. Co., 
Machinery Corp. 

Body Guard Mfg. Co. 

Braxmar Co., C. G. 

Briggs & Stratton Corp. 

Buckeye Iron & Brass Works 


Cardox Corp. ’ 
Carpenter Mfg. Co. 
Circul-Air Corp. 


Darley & Co., W. S. 


E & J Mfg. Co. 
Elkhart Brass Mfg. Co. 
Emerson Co., J. H. 
Eureka Fire Hose 
mr GA cece. 


John, Division Food 


—_ U. S. Rub- 


Fairbanks, Morse & Co. 
Federal Electric Co., Inc. 
Firemen’s Safti-Shield Co., Inc. 
Foard & Co., F. C.. 

Four Wheel Drive Auto Co. 
Fulton Bag & Cotton Mills 
Fyr-Fyter Co. .. 


Gamewell Co. ; 
General Detroit Corp. 
General Electric Co. 
Goodrich Co., B. F. 
Gorham Fire Equipment Co. 
Gorman-Rupp Co. 


H. O. R. Company 

Hahn Motors, Inc. ae 

Hale Fire Pump Co., Inc. 674, 
Homelite Corp. die 
Howe Fire Apparatus Co. 


Janesville Apparel Co. 
Koehler Mfg. Co., Inc. 


M &H Valve & Pittings Co. 

McIntire Brass Works 

Mack Mfg. Corp. ; - 

Manhattan Rubber Mfg. Div. of 
bestos-Manhattan, Inc. a 

Mars Signal Light Co. 

Maxim Motor Co. 

Mearl Corp., The 

Midwestern Mfg. Co.. 

Mine Safety Appliances Co. 


Ray- 


Onan & Sons, D. W. 


Pirsch & Sons Co., Peter 
Powhatan Brass & Iron Works 


Quaker Rubber Corp. 
Rockwood Sprinkler Co. 
Ross Valve Mfg. Co 


Russell Uniform Co. 


Sealand Corp., The.... 
Smith & Co., D. B. 

Stephenson Corp. 

Sterling Siren Fire Alarm Co., Inc. 


Textileather Corp. 
U. S. Motors Corp. 


Ward-LaFrance Truck wed Great Amer- 
ican Ind., Inc. 

Waterous Company 

Wentworth-Forman Co., Inc. 

Wooster Brass Co. cpa 
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MENECD P/RSCH AERIALS FOR ROCHESTER MY. 


633 The addition of these five Pirsch Intermediate aerial ladder trucks to the 
630 fire fighting equipment of the Rochester Fire Department has added 
538 greatly to the already high efficiency of that Department. 


687 Lives and property are at stake when the gong sounds; a Pirsch aerial 
+ comes in mighty handy when elevated fire streams are needed or human 


562 beings are trapped in upper floors. 





rH Get the facts about Pirsch aerial ladders. 


PETER PIRSCH & SONS CO. xenosua, wis. 








We shall appreciate your mentioning Fir—E ENGINEERING when writing advertisers 























EVERY INCH A FIRE-FIGHTER 


A Sound Investment 


tn Poe Protection 


The Four-Wheel Drive Auto Co., Clintonville, Wisconsin, U. S. A. 
Canadian Factory KITCHENER, ONTARIO 
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